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Sileet and-Ice — 


According to the U.S. government weather 
bureau, sleet and snow cause more damage 
than any other kind of storm. 





But snow and sleet and frost don’t effect 


WVQGEL products when properly installed. 
Plumbers who install VOGEL Frost Proof 
hydrants and closets are certain of their cus- 
tomer’s satisfaction. 


VQGEL products are easily installed, built 


for endurance and to stay sold. 
There is an unlimited opportunity for the 


YQGEL line in your territory and the profits 
are big. See your jobbers now about the 


VOGEL line. 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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ANNOUNCEMENT 
THE NEW SERIES “C” 


qryervhiot 


WATER HEATER 


Imitations of our 1923 Models are now obsolete 








> 


Consider these new revolution- 
ary features: 


1 THERMOSTAT—Simple, sturdy, graduated thermostat at least fifty 
© times as fast as any other graduated thermostat heretofore made. The 
burner runs full until water is within less than 1 degree of final temperature and 
then closes to pilot in a few seconds. A big step forward in thermostats! 


LEAKAGE-BY-PASS—Heater will burn at pilot in spite of dribbling 
® faucets. A new feature not found on any other heater made. We 
estimate it will cut gas bills 10% to 15%. 


a GAS FILTER—Another new feature not found on any other heater 
© made. Every EverHot Heater Series ‘“‘C’’ is equipped with a real gas 
filter containing the best known filtering material. No dirt or impurities can 
reach thermostat and the filter will, of course, eliminate all stoppage of the 
pilot orifices. 


4 NO NIPPLES—There is not a nipple in the heater. The-thermostat, 
® drain cock, cold water inlet and hot water outlet fittings screw directly into 
the boiler. All these fittings as well as the gas cock are nickel plated. 


y CAST-IRON PRACTICALLY ELIMINATED —The top, base, legs, 
® fire door assembly and draft governor are all of heavy pressed steel. 


tb NEW INNER SHELL—This is one piece 18 gauge American Bessemer 
© Copper steel, the seam spot welded and the whole assembly heavily galvan- 
ized after being made up. It is absolutely rust proof and permits of a 
considerably thicker jacket of rock wool around the combustion chamber. 


7 a INSULATION-—This is of A grade, long fibre, felted rock wool through- 
® out. Felted wool is a better insulator and does not tend to settle as does 
the granulated wool used in other makes. 


a COLD WATER INLET—This, together with the hot water outlet, is at 
© the top of the heater. Cold water enters the heater through a copper drop 
tube. This eliminates draining of heater when main water supply is turned 
off and the new arrangement of inlet and outlet permits placing the vent in 
the exact center of the heater. 


FINISH—The finish is finer than ever. All stampings have two coats 
® of black enamel baked on. Jacket finish is of four coats, satin silver Duco 


automobile lacquer. The best automobiles have no more than five coats of 
this finish. Every heater is a display heater. 


THE BOILER . 


The boiler is something really revolutionary in storage water heater construction. It is triple extra heavy and every one is 
tested to 500 pounds per square inch hydrostatic pressure. The heads are formed of 3/16-inch copper steel on a 350 ton press 
in our own plant. The spuds are special drop forgings of our own design. The shells are rolled from 10 gauge copper steel. 
“fer rolling the edges go under a power hammer to give them the exact contour for perfect weld. The boiler before being 
galvanized is blasted with a steel abrasive blast inside and out. It is galvanized by a special process inside and out in such 





; = way thet we get a very deep alloy of zinc and steel as well as an extremely heavy coat of pure zinc on the surface. The 
lower Dead is ‘zed in the boiler after galvanizing. This boiler is just as perfectly rust proof as is a copper boiler and is 
infinitely strong ‘+ will probably last an average of fifteen to twenty years. 


PRICES 


te ore a « Series ““C’: Senior $145 — Junior $110 — Baby Grand $80 
The old mou! ter in tho line at the old prices: Senior $139 — Junior $88 — Baby Grand $66 


ZverHot Heater Company 


5211 WESSON AVFNUE $8 $3 DETROIT, MICHIGAN 
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DEPENDABLE HEAT ALL OVER THE HOUSE WITH ECONOMY 





YOU 


and guaranteed heating 
are both being 
advertised 


Just as Capitol boilers are specifically guar- 
anteed in writing as to the amount of radia- 
tion that each will satisfactorily heat, so 
Capitol national publicity specifically adver- 
tises you, the contractor. 

Not in general terms, not by vague refer- 
ences, but definitely and directly an entire 
advertisement tells millions of prospective 
heating clients about your good work. 





See this striking, good-will building page 
in the August issue of the following mag- 
azines: American, Country Life, House 
Beautiful, and B’nai B’rith. 











Your request for complete information 
about Capitol guaranteed heating and the 





Capitol line will be promptly answered. 


UNITED STATES RADIATOR (ORPORATION 
Detroit, Michigan 





6 FACTORIES AND 28 ASSEMBLING PLANTS 
SERVE THE COUNTRY 


Capitol 
Bollers 


and 
UNITED STATES 


RADIATORS 




















INSTALLED NATIONALLY BY ESTA! HED HEATING CONTRACTORS 





SUPPLIED AND 
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Some 
Advantages 


Effect fuel savings of about 
40%. 
Require little floor space. 


Are exceptionally easy to fire. 


Heating surfaces can be cleaned 
in 5 minutes. 


Cost practically nothing for 
upkeep. 


Made of rust-resisting copper 
steel. 


Are the lowest-priced boilers 
to insure. 


Made in one piece — nothing 
to assemble. 


Built in accordance with A. S. 


M. E. Boiler Codes. 


Ratings are net and give the 
amount of equivalent cast- 
iron radiation that the boiler 
will heat. 




















Fitzgibbons-Ontarip 


Small Steel Boilers 


Now residences, churches, garages and other small build- 
ings can be heated as economically and efficiently as large 
buildings. For, owing to increased manufacturing facilities 
and modern machinery, we are also manufacturing Fitzgib- 


bons-Ontario Steel Boilers in sizes ranging from 400 to 3200 
sq. ft. 


The smallest size is only 4’ 7” high, 5’ long and 2’ 2” wide. 
It will go through the average door and can be installed 
where space is limited. In these small-sized Fitzgibbons- 
Ontario Steel Boilers will be found the same refinements of 
design and the same high-grade materials and workmanship 
that have gained for the large Fitzgibbons Steel Boilers such 
an enviable reputation during the past forty years. The name 
“Fitzgibbons” has never been put on a boiler that was not 
of the very highest quality. Since 1886 this name has stood 
for guaranteed satisfaction. 


Fitzgibbons-Ontario Boilers are constructed in one piece. 
No time wasted bolting sections together, puttying cracks 
and doing other unnecessary work. Moreover, they aré built 
entirely of rust-resisting copper-steel, assuring a lifetime of 
service. Tests conducted by reliable authorities have proven 


the unusual durability of copper-steei. And, with all their 
advantages, Fitzgibbons-Ontario Boilers cost but little, if 
any, more,than ordinary cast-iron boilers. 


They are made for steam, vapor and hot waterand burn 


any kind or size of coal or oil. 


Our interesting booklet sent on request. 


FITZGIBBONS BOILER CO., Inc. 
570 Seventh Ave., New York City 


Representatives in principal cities 
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Plate 2610-Combination 
Quiet Si-wel-clo 
with Integral 


; rwel-clo ** 


Public and trade alike are recognizing the true worth of the Quiet Si-wel-clo. 
Increased sales are the result. Plumbing Contractors have come to know that here 
is a Closet Combination which does what is claimed for it and eliminates those 
“return trips’’ which spell disaster to profits. 


And why shouldn’t the Si-wel-clo be the best? No effort has been spared to make 
itso. No mechanical part too good to make it a part of the Si-wel-clo. In material, 
in operation and in guarantee the Quiet Si-wel-clo has earned its reputation as the 
world’s leading closet combination. 


Write for folders to distribute with your mail and other trade helps. 


THE TRENTON POTTERIES COMPANY 


TRENTON, NEW JERSEY, U.S. A. 
Boston New York San Francisco Philadelphia 
World’s Largest Makers of All-Clay Plumbing Fixtures 


TEPRCO Water Closets 


FOR EVERY PLACE AND PURSE 
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Crovon-plated accessories by J. A. Hoegger, Inc., are in no way affected by soaps or other alkalis. 


FOR PERMANENCE... 
Install Crodon -Plated Brass Goods 


HE adoption of Crovon by Ieading manu- 
facturers as a standard finish for their 


products now makes avail- 
able plumbers’ brass goods 
which are absolutely resist- 
ant to atmospheric corrosion 
and service wear. 


Cropon is a chromium 
electro-plate with a brilliant 
mirror-like lustre. It will 
never chip or peel and in- 
definitely resists tarnish, 
steam, high temperatures, 
the majority of acids, and 
all alkalis. Cropon prevents 


the formation of verdigris. 


Even in a salt atmosphere 
Cropon remains bright 
without the necessity of ever 
using polishing compounds. 


An occasional wiping with 


Chromium Corporation of America, Dept. P-1, 


ee 
26 Broadway, New York City. _ 
Gentlemen: . Please send me by return mail your Street ....------ 
booklet on ‘‘Cropon for Plumbing Fixtures and 
Builders’ Hardware’. ne 








CRODON is used for: 
STANDING WASTE AND OveErR-FLow 
SIAMESE STAND Pipe CONNECTION 
Unique Waste AND OvERFLOW 
Basin PLuG AND Tait Piece 
Quick Pression Faucet 
SPRINKLER CONNECTION 
Swinc Spout Faucet 
CoMPRESSION FAucET 
Four Arm HANDLE 
Launpry Faucet 
Siti Cocks Sink Cocks 
Biss Faucet CurTAIN Bar 
CurTAIN PIns SHOWER HEAD 
Mix1nG VALVES 
Fresu Air PLATEs 
Batu Tus Faucet 
Fuuuier Batt Faucet 








CRODON 


The Chrome Plate 
Applied Only to Quality Products 


a cloth to remove grease or other foreign 
matter maintains the original lustre. 


By installing Cropon- 
plated fixtures you not only 
free your customers from the 
expense and annoyance of 
metal polishing, but also in- 
crease your own profits as 
Cropon- plated products 
bring a premium. 

Certain manufacturers of 
quality brass goods carry 
Cropon - plated fixtures in 
stock, or can supply them 
by having them Cropon- 
plated in one of our plants. 


Our booklet on Cropon 
for Plumbing Fixtures, Bath- 
room Accessories and Build- 
ers’ Hardware will give you 
complete information. 
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Plant: The Bamberger-Rein- " 
thal Co., Cleveland, Ohio. 

Heating Load: 14,786 sq.ft., total 
equivalent cast iron radiation. 


Original Installation (replaced 
after three years): Two cast 
iron boilers, rated at 8,000 
sq. ft. each. 











Present Heating Plant (now 
beginning third year): One 
No. 625 Pacific Boiler, rated 
at 15,500 sq. ft. 


































»» 
Here Heating Was 


a Failure—Until They 
Installed a Pacific 


After three years of difficulty with another type of boil- 
er, this Pacific installation solved a troublesome heat- 
ing problem. Smooth, dependable operation instead 
of annoying shutdowns—adequate capacity to heat 
the |building, doing away with former difficulties in 
maintaining the proper temperature—these were two 


Pacific advantages which made the owners enthusiastic. 






















What the Owners Say 









































“Unable to heat our building satis- 
factorily with cast iron boilers” 


“Experienced considerable trouble 
with cracked sections, which tied 
us up when we least desired it” 


“Experience of the last two years 
has more than warranted our de- 
cision to purchase a Pacific Boiler” 


“With lower coal consumption, we 


were able to heat our building with- 
out pushing the boiler to anywhere 


near its capacity” 


But the Pacific did more. It accomplished these results 
with 28 % less fuel. Coal consumption for the season of 
1923-4, with another type of boiler, was 290 tons. Dur- 
ing the season of 1924-5, the Pacific burned 210 tons. 


The owners have given complete details of their ex- 
perience with Pacific Steel Heating Boilers in the 
letter quoted here. It tells an interesting story, typical 
of Pacific results in heating buildings everywhere. 


Write for catalogs and complete information. 


GENERAL BOILERS COMPANY, Waukegan, Illinois 


BRANCH OFFICES IN PRINCIPAL CITIES 


PACIFIC 


STEEL HEATING BOILERS 
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The Plumber Prepares a Roman Holiday 


y ITH flags gaily fluttering against the bright blue Italian sky, patri- 
cians and populace of Imperial Rome gathered in A. D. 52 to witness 
the great spectacle the Emperor Claudius had prepared. One of 

Rome’s mighty aqueducts, 3 miles long, tunneled thru a mountain, had 
delivered millions of gallons of water to form an artificial lake. Nineteen 
thousand gladiators, prisoners and criminals, condemned to death, fought 


in one hundred fully armed men-of-war. 


One in a series of adver- 

tisements outlining the 

early development of 

plumbing ideas. Acom- 

plete folio of this History 

of plumbing will be sent 
on request, 


The starting signal was sounded from a horn blown by a silver Triton, 
which was raised from the bottom of the lake by a mechanical device. 


Plumbing materials and equipment change with the centuries, but human 
nature remains the same. Brains and skill are still at a premium. The 
journeyman plumber today rises to the position of master plumber and 





WE MMAAKE 
Plumrite Brass Pipe 
Traps&Tank Bends 

asint Bath Supplies 
Tank Supplies £Straight Wastes 
Patented Sink Plugs 
PO.Plugs ¢ Flanges 
Flat Sink Strainers 
Sink Connections 
Connec’a Vastetoflow 
FlushValves and Fittings 


Electric 
Furnace 4 
Brass 


sanitary engineer by seeking all available knowledge in his chosen work. 
He takes pains to do a job well and to use the right materials. 


Among the latter, he may now secure Brass pipe and Fittings, Flush Valves 
and Plumbing Goods, all with the Bridgeport trade mark of quality. 













- S 
MPIGdGeport 
UIPASS Company 
BRIDGEPORT - CONNECTICUT 
NEW YORK PHILADELPHIA CHICAGO CLEVELAND DETROIT 





Member Copper and Brass Research Association and Trade Extension Bureau 








PT ee RS ee 

















E FIGURE it this way: careful 

workmanship at the factory pays 
dividends not only to us, but to the 
fellow that installs Excel Unions. 


We make nothing but unions—of the 
finest air-refined malleable iron. Excel 
Unions are accurate to a hair — threads 
clean and even [Briggs standard taper, 
of course ]}}—-and what’s more each Excel 
Union is exactly like every other one. 


That’s workmanship! 


Ask your jobber for Excel Unions 


PROVIDENCE FITTINGS Co. 
7 WATER STREET $3 BOSTON, MASS. 
New York Office: 210 East 45th Street 
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“To Fix It Right— 
Get the Plumber”’ 


Every business has its slogan—‘‘Say it with Flowers,’ “Own 

your Home,”’ ‘‘Buy a Book a Week,”’ ‘‘Save the Surface and NYE—the Die M 

and You Save All’’—every business but the plumber’s. a a a a 
Pipe Tool Maker to the 


The Nye Tool & Machine Works wants to suggest one for the American Plumber 
plumbing business—one that will make the public think of and Steamfitter 
the plumber first thing—and here it is: 


“TO FIX IT RIGHT, GET THE PLUMBER’’ 


When something is to be installed, when frost, or a settling building, or the tooth of 
time, makes repairs necessary, we would like people to think of the plumber first of all. 


We want to suggest to the layman that, if he fixes it himself, he will fix it wrong— 
which isn’t fixing it at all—but, if he gets the plumber, it will be fixed right. 
“TO FIX IT RIGHT, GET THE PLUMBER’”’ 


You are welcome to use this slogan in any way you wish—in your advertising, on 
your stationery, on your trucks, on your signs—on your birthday cake or on your 
tombstone, if you want to. 


And our competitors are as welcome to use it as you are. After all anything that 
helps the plumbing business will help us all. 
‘‘TO FIX IT RIGHT, GET THE PLUMBER’”’ 


If you will use the Nye slogan in your advertising and the Nye pipe-cutting tools in 
your shop you will do more business at less expense and with less trouble and 


more profit. Vepe 


THE NYE TOOL & MACHINE WORKS 


(Otherwise Harry G. Nye) 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 





4120-30 Fullerton Ave. Chicago, Illinois 
Nye 
Drop 
Forged 
Pipe 
Cutter 
NYE 
No. 1-A 
RATCHET REAMER 14 to 114" 
Nye No. 2 $2.25 net 
A high class three blade reamer. The blades (Toledo Type) No. 2-A 
which are firmly imbedded in body to pre- Geared Threading Device i to 2” 
vent misalignment, are made of the highest Improved $3.00 net 
— alloy steel obtainable. Will ream from Capacity 21 in. to 4 in. inclusive ; 
74" to 3” pipe which makes this tool take the Net Price, Complete . $50.00 No. 3-A 
place of any two reamers on the market. West of Rocky Mountains 55.00 1 to 3” 
Net Price $6.00 Frec Trial — Absolutely Guaranteed $5.00 net 
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Enam ele? ‘Ware 
Wpited States 








ENAMELED WARE by @Giesaes can be printed under 
photos of many large Hotels, Apartments and Private Homes. 


We chose to illustrate a sketch of our Factory where skilled 


men are working every day to produce the kind of Enameled 
Ware that is entitled to bear a @i0Sues guarantee label. 


Your choice of Enameled Ware is for QUALITY and 
DESIGN. There are no better reasons for buying Zuivesiats 
Enameled Ware than those mentioned. 


QUALITY and DESIGN are the requirements that come first 


Tnite? States Sanitary NMYG-Co 
PITTSBURGH, PA. 


New York BRANCH OFFICES Philadelphia 
Chicago Kansas City, Mo. Boston 











Mention Domestic ENGINEERING when writing advertisers. 


6 





3 
4 





October 2, 1926 


DOMESTIC ENGINEERING 15 


| Beliveen Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


the manufacturers of staple vitreous china water 

closet bowls, tanks and lavatories have been 
working with the Bureau of Standards on a program to 
submit to the industry for the simplification and stan- 
dardization of these fixtures. Last February, represen- 
tatives of practically every maker of vitreous china 
plumbing fixtures in the country met at Washington, 
D. C., and worked out the first standardized grading 
rules for these goods and also approved a method of so 
marking “cull” ware that it can be readily recognized. 
On September 22, representatives of all branches of 
the plumbing industry together with government offi- 
cials held another meeting at Washington and approved 
the recommendations worked out by those who were at 
the February meeting. The table, showing in detail 
the standards as adopted for staple vitreous china fix- 


pre THE PAST YEAR AND A HALF 


tures is published in full in this week’s issue of Your - 


Weekly and should prove of great interest to all branches 
of the plumbing industry.. 


OU NO DOUBT RECALL THE SERIES OF 

picture stories that recently came to an end on the 
manufacture of brass pipe. So much interest was shown 
in this series that we are starting this week the first 
of a series of 45 Pictorial Stories on the methods of 
manufacture, handling and use of Faucets. Faucets, 
although now so common that few people appreciate 
their benefits, have not been in existence for so very 
long. It is only necessary to go back to the time of our 
grandparents to learn of the difficulties encountered in 
getting water into the home. The story starts with the 
first type of faucet used and takes up step by step the 
vast improvements made in this line. 


66 PRIDE OF CRAFTSMANSHIP,” IS THE 
name of the Milt Marvels story for this week. 
It is the story of a man who has made a success of his 
business because of the enjoyment he gets out of finish- 
ing up a job in an especially thorough manner. A. M. 
Toussaint, a heating contractor, of Madison, Wis., is the 
an that Milt tells about. Mr. Toussaint not only makes 
money at his business, but also gets a great deal of 
pleasure out of his work as he makes it his hobby. 


HEN FOR THOSE INTERESTED IN THE 
technical side there is a new Plumbing Problem. 
There is also a discussion by the Round Table Chairman 
in which he comments on a number of answers to a re- 
cent heating problem. The Class is growing fast and, 


naturally, the number of drawings published is limited 
by lack of space, because of our desire of offering a 
well balanced program each week for our readers. How- 
ever, all those who send in solutions receive personal let- 
ters from the Chairman commenting upon their replies. 


W* HAVE BATHS, BARBER SHOPS, TELE- 
phone service, stenographic rooms and all such 
modern conveniences on our fast railway trains, and 
now we have reached the point where plumbing is being 
installed in airplanes. Next week we shall have an article 
entitled, “Sanitation on a Commercial Airplane,’ 


, 


describ- 
ing the plumbing system on a modern, commercial, pas- 
senger-carrying airplane. This country has not made the 
advances in commercial air transportation that European 
countries have made, and this is a step in the right di- 
rection as toilet facilities will be vital on passenger air- 
planes as they come to be used more extensively. The 
story will be illustrated with photographs of the plane 
and the plumbing system, which is probably the first 
time that pictures of this type have been published. 


O DOUBT YOU ARE FAMILIAR WITH THE 

various other services offered by Your Weekly. 
The Market Reports, as usual, are printed on the brown 
sepia insert, making it possible for the busy man to 
turn to this important section without loss of time. This 
is a real service and the master plumber or heating con- 
tractor, who follows these reports closely, is putting 
himself in a position to buy materials at the best possi- 
ble prices. Don’t forget that we have a legal depart- 
ment that is equipped to answer all questions of a legal 
nature without charge. The technical department is also 
at your service, and any time you desire information 
on plumbing or heating problems we want you to feel 
free to write us. We will be glad to give our opinion 
on all matters of this nature. Our new department, 
“Practical Problems,” offers you an opportunity to pass 
along the methods you use in tackling those troublesome 
little problems that are always coming up. The adver- 
tising Editorials, the news of the trade and patents are 
all.in their usual places to help you keep posted on the 
latest developments. If a good craftsman takes a pride 
in his skill with the tools, a good manager ought to take 
pride in his knowledge of the business of which he is 
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1000M PIPE MACHINE 


No. 











DOMESTIC ENGINEERING 


IT CUTS THREADS AND REAMS 
1," TO 2” PIPE FASTER AND 
MORE EFFICIENTLY 


4” AND 3%” PIPE DIES AND BOLT 
DIES CAN BE FURNISHED AT 
AN ADDITIONAL PRICE 


A 14-inch pipe threaded in 15 seconds—2 inch in 28 seconds— 
and |, inch cut off in 6 seconds—2 inch in 20 seconds: instant 
change from cutting to threading and vice versa, and 10 seconds 
to change dies from one size to another. 


Your men can easily duplicate this performance with this new 
‘“‘TOLEDO”’ No. 1000M pipe machine. It’s operated by a 14 H. P. 
motor that is connected to the ordinary light socket. It weighs 
but 450 Ibs. and measures but 54 inches high, 24 inches wide, 
and 42 inches long. It bevels the pipe end as it cuts, and reams as 
it threads. You will find this new ‘‘TOLEDO”’ a pipe machine of 
multiplied efficiency. 


Ask for complete information. 


THE TOLEDO PIPE ne MACHINE CO. 


1445 SUMMIT STREET / TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE STREET 


Threading arm tip- 
ped back and the 
cutting arm with 
cutting knife is 
ready to cutfoff the 
pipe. 


When the pipe is cut 
off it takes but a 
moment to change 
to threading. 


Mention Domestic ENGINEERING when writing advertisers. 
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NET PRICE 


$425°° 


(WEST OF ROCKIES 
$467.50) F. O. B. 
TOLEDO, OHIO 
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On the An average of only 3.5 per cent of the 

Z annual gross receipts of all corporations 
Edge in the United States is applied to cash divi- 
dends, even in good years, according to an analysis of 
corporate finances made by the National Industrial Con- 
ference Board of New York. This organization used 
the year 1923 as the basis for its studies. Going on with 
its division of gross income, it found that the total 
amount set aside for improvements, expansion, making 
up previous losses and other capital reserves represented 
little more than 2 per cent of the total receipts of all 
corporations, And 2.6 per cent was charged to deprecia- 
tion. By far the greatest proportion of the gross in- 
come, 86.8 per cent, or nearly nine-tenths of the total 
receipts of all corporations in 1923, went into operating 
expenses, covering wages, cost of materials, fuel, power 
and supplies, officers’ salaries and miscellaneous over- 
head expenses. Taxes claimed 2.2 per cent and interest 
on borrowed capital 2.8 per cent of the total receipts. 

These figures certainly point out the small margin on 
which corporations of all kinds are working. They il- 
lustrate the kind of business that is being done—one of 
large turnover with a relatively small profit per unit of 
sale. As the Board says, a 5 per cent shrinkage in the 
volume of sales of a company doing no better than the 
average, for instance, would be sufficient to endanger the 
margin of income available for dividends, and a 10 per 
cent drop in business activity could wipe out the entire 
net profit and might even result in a substantial deficit 
for the year. The only thing that would prevent it 
would be the ability to reduce operating expenses suffi- 
ciently and quickly enough to offset the decrease in sales. 

It is interesting to note that the margin of total re- 
ceipts representing net profits of corporations engaged 
in wholesale and retail trade—such as the jobber and 
master plumber or heating contractor in our field—is 
smaller than in any other line of business activity, It 
amounted to only 2.6 per cent in 1923. 

We go into the findings of the National Industrial 
Conference Board so fully because they so strikingly 
parallel the experiences of companies engaged in the 
plumbing and heating business. Net profits have been 
small, if any, in recent years and costs of doing business 
have been increasing. Wholesalers particularly have been 


concerned as a group about such conditions and give 
this subject prominent place for discussion in all the 
meetings of the various supply associations. It is quite 
evident that when existing demand is so great as it has 
been in the last two or three years and still the margin 
of safety is so slight, only those managers who are un- 
usually alert to changing business trends will be able 
to effect the necessary economies in time to escape seri- 
ous loss in case of a decline in business activity. 

Business men, however, are acutely sensitive to busi- 
ness trends, as is indicated by the policy of keeping in- 
ventories low and buying only for actual requirements. 
Thus, economists assert, there can be ne radical reaction, 
for few are in position to be caught unawares. Thought- 
ful business men are agreed that conditions warrant 
forging ahead on a conservative basis, buying for known 
needs and striving for quick turnovers and lower costs 
of operation. We can take a lesson from the survey of 
the National Industrial Conference Board—one that 
should always be followed—to know our costs, to know 
our profits and to know our possibilities. With that 
lesson well in mind, we can safely continue our efforts 
to develop business. 


Record Build- To those who have been ex- 


= ‘ pecting a let-up in the active 
ing Continues building program which the 
country has been enjoying in the last two years, the 
records of August will probably cause a changed view. 
In all the history of building the total volume of con- 
tracts awarded that month was exceeded only once. 
That was in August, 1925, and then only by two per 
cent. During the first eight months of this year, con- 
struction started has beaten that started during the sim- 
ilar period of last year by nine per cent. Later reports 
have building awards during the first three weeks of 
September maintaining about the same volume as those 
in the same period of last year. While it is human nature 
to feel that there must be an end to these record-breaking 
performances, the fact must be accepted that existing 
demand, as represented by such building records, is 
large. Large as it is, however, the need is still with us 
to create a demand for a more than adequate supply of 
plumbing and heating materials. 


17 


| 
| 
| 
t 
| 
| 
| 
| 
i 
| 
































| E.B.Clayton 


DENVER’ COLO. 
President, Colorado Society of 
Sanitary and Heating Engineers 








| 1926-27 








Gateway to the Garden of the Gods, with Pike's Peak in background. 
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. This is the building pride in good workmanship built 


Pride of Craftsmanship 


By MILT MARVELS 


business of which he is making a success. And 
when we say he is successful, we usually mean 
that he is making money. That is, of course, the final test 
of success in business. But I have always thought that 
the man was doubly fortunate who was not only making 
money, but getting a special pleasure out of his business, 
just as if it were a hobby. A lot of men develop hobbies 
to take their minds off of their business. The man who 
finds his business absorbing all the time doesn’t need to 
look to hobbies to take his mind away from his work. 
Such a man gets a pleasure out of his day’s doings that 
is like the enjoyment an artist gets out of his work. 
You’ll find that the man who is so absorbed by his trade 
is invariably one who pays attention to the details, which 
a great artist once said went to make up perfection. He 
likes to finish a job off in an especially thorough way. He 
gets a feeling of satisfaction, over and above what he gets 
out of the knowledge that he has made a profitable con- 
tract, in knowing that he has put a little more than the 
ordinary skill and finish into the work done. 
Such perfection of workmanship always shows itself in 
a pride in craftsmanship, in knowing that you possess the 


| ,' y® ALWAYS consider a man fortunate who is in a 


ability to do just a little better job than the next fellow. 
Every worker who goes ahead in the world has that pride. 
A. M. Toussaint, of Madison, Wis., a heating contractor, 
has it in a very marked degree. Not only does he possess 
that extra ability, but he has been able to pass it on to the 
men who work for him. 


IMPRESSING A STANDARD ON THE ORGANIZATION 
HEN Mr. Toussaint was a journeyman steamfitter, 

W\ he was an extra good one. You will know just 
what that means. You have worked beside men ‘“‘on the 
job’ who always fell just a little short of really good 
work, men whose sole idea was to get the work done and 
leave it. Whether it functioned properly or not they 
didn’t seem to think was their affair. They were there to 
run so much piping. What that piping did after they left 
it was of no consequence to them, so long as it got by the 
first testing of the job. If they took a tool out of their kit 
they were as likely as not to leave it behind them. If they 
made a mess around their work, they should worry. Let 
someone else clean it up. And you’ve worked alongside of 
the man who went about doing a good clean-cut job, leav- 
ing no dirt behind him, and doing every bit of his work as 
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if the whole system depended on that one joint, or that 
one length of pipe. 

That’s the kind of a journeyman steamfitter Mr. Tous- 
saint was. That’s the kind of men he has developed since 
he opened his business in 1916. He has just as much 
pride in the work turned out by his organization, now that 
he is at the head of one, as when he was himself working 
with the tools. 

Almost any one of us can point to men whom we know 
to be first-class workmen. They go along for a number of 
years, working and saving, and at last figure that it is 
time to go into business for themselves. After that things 
do not go smoothly. You hear that the work they are 
doing isn’t up to the standard expected. The answer is 
usually that they haven’t studied the matter of passing on 
their standard of workmanship to the men now working 
for them. 

Mr. Toussaint seems to.possess this ability to a marked 
It is, in fact, indispensable to the man who is to 
be the executive head of any business. If that business is 
to grow, it means that the founder of it must give up 
working with the tools and become a manager. Here he 
finds very different problems to be solved. He now has to 
handle men of every type, some of them willing to co- 
operate, some not. He has to learn how to impress on 
them his idea of the service to be offered his customers. 
Mr. Toussaint does this by keeping close contact with his 
organization. I think that one of the most effective means 
he uses is to hold regular organization meetings at which 
topics of every nature related to the trade are discussed. 
Thus the men come to feel that they are part of the or- 
ganization, and not working merely as individuals, with no 
interest being taken in their problems on the job. Asa 
result, Toussaint piping is in demand. When I asked 
him just what ideas he had worked out on the service and 
installation angle for holding customers, he said: 

“By doing exceptionally good pipe covering. 
talk of the town. 


degree. 


It is the 
My aim has been to sell my services, 
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more than just getting jobs. And-another feature is to 
finish the work as quickly as possible instead of dragging 
jobs out.” 


PRIDE IN WORKMANSHIP 


HEN you look at a job—or even a photograph of a 
W job—finished by the Toussaint organization, you 
recognize it immediately as one in which a man may well 
take pride. 

“There’s only one way to succeed in the steamfitting 
business,’”’ said Mr. Toussaint. ‘‘You’ve got to use the 
best material. Otherwise even the finest workmanship is 
useless.” 

Mr. Toussaint’s heating installations aren’t talked about 
in Madison just because they are nice to look at. They’re 
talked about because they heat properly on a minimum of 
coal or oil. When a man has such a job in his basement, 
he’s satisfied that no neighbor can have a better one. He’s 
satisfied that he couldn’t have a better one. So he talks 
about it. 

As I have said above, Mr. Toussaint combines with his 
fine mechanical ability all the qualities necessary to the 
manager of a successful business. He knows, as I have in- 
dicated, how to keep his workers on their toes. He knows 
how to estimate, and he knows how to keep books that 
tell him what he wants to know. He isn’t at all inclined 
to figure a job without including a profit; neither is he 
inclined to figure a job and think he’s getting his over- 
head and profit out of it, only to find that he really isn’t. 
His books keep him posted as to what his overhead is. 
He does no guessing. 

We have noted the fact that Mr. Toussaint’s work is 
talked about. He has a lot of satisfied customers. But he 
doesn’t believe in ‘‘riding on his reputation.’’ He knows 
that satisfied customers are a valuable asset. But he also 
knows that it’s better to get out and do his own selling 
than to leave it to his customers, however satisfied they 


may be. (Continued on Page 65) 




















A fair display which made friends for the business 
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Christmas Suggests Intensive Sales Drive by 
Plumbing and Heating Industry 


T. E. B. Sponsors Sales Campaign 


EFORE long the American public will be on its 
B annual spending spree. Christmas—the season of 

good will and of gift giving—will be the occasion. 
And plumbing and heating as an industry should now 
make plans for a sales drive that will place its products 
uppermost in the gift-buying public’s mind when that in- 
evitable question arises, ‘‘What shall I give?” 


INDUSTRY IS READY 

HE industry is well equipped to swing into such a 
"hl ae Hundreds of master plumbers already de- 
velop every year this Christmas sales plan and, with the 
industry as a whole co-operating to go after such business, 
thousands more will be quick to take advantage of the 
opportunities it so obviously suggests. The master plumber 
is today keenly alive to merchandising possibilities. A 
survey of the retail branch of the plumbing and heating 
industry would be surprising to those who still think of 
the master plumber of a few years ago. There are more 
on “Main Street,” with attractive stores and window dis- 
plays and sound merchandising principles in effect than 
would be thought possible by those who still picture the 
plumber of yesterday—more the mechanic than the busi- 
ness man. The trend of all business has been toward im- 
provement in merchandising, and it has not passed up the 
master plumber and heating contractor, 


T. E. B. HEADS SALES CAMPAIGN 
UCH constructive agencies as the National Trade Ex- 

.) tension Bureau have brought about a new conscious- 

ness of the necessity for better business methods and 

from there have gone forward to the actual establishment 

of better business methods in thousands of retail plumb- 

ing stores. An effective sales campaign—such as setting 

aside a certain week each year to launch a drive for 
_ more Christmas business, which will make of the whole 

month of December a bright spot in the year’s volume 

records—is representative of the kind of work the Bureau 
is doing. And its exact attitude toward this very cam- 
_ paign is expressed in the following statement from Wil- 
_ liam G. Bergner, secretary-manager of the National Trade 
Extension Bureau, who says: 

“This campaign will make December a big sales month 
in the plumbing and heating industry, through concen- 
trating selling efforts on the first week in December. The 
‘ aim is to familiarize the entire industry, manufacturers, 
_ wholesalers, contractors, salesmen, with a plan to center 
4 their efforts on publicity—result, the public thinking of 
% and purchasing plumbing and heating equipment and 
_ Service in preference to other classes of merchandise sold 

by other industries. 

“Through co-operative efforts, the plumbing and _ heat- 

iug industry should increase its volume of business for 

_ December by millions of dollars, through such promotional 
_ Work and sales efforts, Many of the plumbing and heating 
contractors throughout the country have heretofore made 
considerable profit by dealing with this problem during 
the holiday season. Their principal method of creating 
HI - interest on the part of the public is through proper 
_ “indow displays, sales letters directed to customers on 
’ the books and to prospective customers. Additional inter- 
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est can be created through different advertising mediums 
such as newspapers and through making use of advertis- 
ing pamphlets. 

“The manufacturers can interest the plumbing and 
heating contractors in this movement by supplying them 
with pamphlets prepared to conform with the season of 
the year, which picture their merchandise as making suit- 
able holiday gifts. Emphasis should be placed on the fact 
that the merchandise we sell is of real value and can be 
made use of by each person within the household. 

“I think this campaign is emphatically one which should 
receive the energetic support of everyone in the industry.” 

It is sound merchandising—this idea of a united sales 
drive for Christmas business by the plumbing and heating 
industry. In the first place, plumbing and heating prod- 
ucts, ranging from the smallest accessory to the largest 
fixture, are suitable Christmas gifts, practical Christmas 
gifts. They stand for comfort, for cleanliness, for health. 
They are for everyone in the home. They are lasting. In 
the second place, the public around Christmas time is in a 
buying mood and is possessed of buying power. And in 
the third place, it is hunting for the right gift—striving to 
be original, stri.ing to be practical, striving to make its 
money count for the most in a gift which will combine 
pleasure and utility. Everything essential to a successful 
sales campaign is there made to order. In the case of 
plumbing and heating it lacks only one thing—attention. 
That is what the industry as a whole has to work to get. 


STRIKE WHEN THE MONEY IS PLENTIFUL 
ROBABLY the best week in which to launch the big 
drive for a share of the public’s Christmas gift dollar 

is that one in which the banks pay the savings of the 
Christmas Savings Clubs—this year the week of November 
29 to December 4. These Christmas Clubs release in that 
week millions of dollars, saved during the year at the rate 
of one, two, five or more dollars a week for just One pur- 
pose—to buy Christmas presents. 

Let that week each year be the occasion for a big sales 
campaign by the master plumber and heating contractor 
to reach the public—a sales campaign in which every one 
of the merchandising facilities of the industry are brought 
into play to put across the idea that for Christmas more 
and better plumbing and heating commodities are the best 
possible gifts. Let that be the week in which the manu- 
facturer is ready with pamphlets, display boards, samples, 
every conceivable kind of attention-getting material about 
his product—all in a form to carry out the idea of plumb- 
ing and heating products as suitable, practical Christmas 
gifts—to help the master plumber and heating contractor 
give this worthwhile answer to ‘‘What shall I give?” 


START PREPARATIONS NOW 

HIS, then, is the nucleus of an idea on which prep- 

aratory work should be started at once by manufac- 
turer, wholesaler and master plumber. Let the whole 
industry turn to right now to make the week of Novem- 
ber 29-December 4 the biggest retail sales week ever 
put across in the plumbing and heating business. ‘For 
Christmas—Plumbing and Heating.” 
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The class will now study a new 


MBING PROBLE 


Study and copy layout in this problem; draw in the proper connec- 
tions and send us your solution. It will be analyzed by the School- 
master and discussed by him in an article appearing a few weeks later. 


M- 








OR a long time we have been publishing in almost 
Peeves other issue of ‘‘Domestic Engineering,” a draw- 

ing problem, and we feel sure that they have accom- 
plished a great deal for hundreds connected with the 
plumbing trade, in every one of its branches. 

We have been constantly on the alert to discover new 
ways in which the drawing problem principle might be 
applied. 

The problems have consisted, heretofore, largely in the 
correction of incorrect plumbing elevations, but now we 
are getting away from this type of problem for a time, with 
the idea of broadening the work by presenting problems 
of other kinds. 

In this present problem, we have given you the cellar 
and floor plans of a three story building. The plans are 
not finished at all, but simply arranged to show the plumb- 
ing that is to be installed. You are expected to make an 
elevation showing the several floors, with the proper 
number of stacks correctly located, with all the waste and 
vent connections to make a complete plumbing installa- 
tion. You may show the fixtures or not, as you choose, 
but our principal object is to get the plumbing layout, 
the showing of the fixtures being entirely secondary. 

A front elevation or a side elevation may be taken, and 
our advice would be to decide which of the two eleva- 
tions would show the work most clearly. 

A side elevation in our opinion would not be so easily 
made as a front elevation, for the reason that in the side 
elevation, for instance, the water closets and lavatories in 
the large first floor toilet room would appear one behind 
the other, whereas in the front elevation there would be 
very little of this to contend with. 

Therefore, please show a front elevation, which is ob- 
tained by looking upon the work in the direction shown by 
the arrow. 

This is an excellent opportunity for an isometric draw- 
ing, and those who like to do so are at liberty to work 
out the problem in isometric. 

This is the time of the year when master plumbers are 
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Edward J. Winterhoff, class member, Haskell, N. J. This is 

not his residence but shows the class of buildings in which 

he does plumbing. Close inspection will reveal Mr. Winter- 
hoff in the foreground with a pipe wrench in his hand. 
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busy, some of them too busy to send in solutions to these 
Plumbing Problems promptly, but we want to call atten- 
tion again to the fact that it would be an advantage if all 
problems could be sent in promptly. But if it is impos- 
sible to send them in promptly, send them in when you 
can. 

Have you observed how rapidly the Class is growing? 











. 
From left to right are Frank S. Scott, president; Wm. D. 
Shellady, vice-president, and James P. Ponsell of the Master 


Plumbers’ Association, Wilmington, Del. 

The size of the Class, and of the Schoolmaster articles is 
limited, for if all the drawings were published there would 
not be much room for anything else in the paper. The 
drawings published are limited to about 35, but neverthe- 
less letters from the Schoolmaster, commenting upon, 
criticizing and correcting the drawings, are sent to all 
those whose solutions come in too late for publication. In 
a recent Schoolmaster article 34 states were represented. 
That is to say, master plumbers from 34 states sent in 
solutions. Thousands of others who do not send in solu- 
tions study the Schoolmaster articles regularly. 

It is for these reasons that some people in the plumb- 
ing trade regard the Plumbing Problems and the School- 
master articles as the biggest single educational project 
in the world for the teaching of plumbing. Perhaps you 
wonder who the members of the class are. A recent sur- 
vey showed that they run about as follows: 91 per cent 
master plumbers; 6 per cent plumbing inspectors; 1% 
per cent journeymen; 1% per cent apprentices. Of course 
it varies from this quite widely in certain instances but the 
average is about as stated above. 

The Class may be interested to know that some new 
and unique plumbing problems are being prepared for 
publication. These will bring out some phases of plumb- 
ing that we believe have never been touched on before in 
problems of this character. We believe these problems 
will give the Class a wonderful impetus and will do much 
toward the general betterment of the plumbing trade. 
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Watch for these problems and send in your solution every 
time you see them in “Domestic Engineering,” which will 
be within the next few weeks. 
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Industry Approves Recommendations for Stand- 
ardization of Vitreous China Plumbing Fixtures 


Reduces Varieties from 441 to 45 at Washington Meeting 


EPRESENTATIVES of every branch of the plumb- 
R ing industry, together with officials of government 

bureaus and delegates from allied industries, ap- 
proved of the recommendations submitted for the simpli- 
fication and standardization of staple vitreous china water 
closet bowls, tanks and lavatories at a meeting held at 
the Department of Commerce, Washington, D. C., on Sep- 
tember 22. 

The meeting was the finale of work tending toward 
standardization and simplification which has been going 
on for approximately a year and a half, during which time 
manufacturers of these fixtures, in cooperation with the 
Bureau of Standards, have been working out a program 
to submit to the industry. Fifty men, representing prac- 
tically every maker of sanitary vitreous china plumbing 
fixtures in the country, composed the manufacturers’ ad- 
visory committee which worked out the first standardized 
grading rules for these articles and at the same time ap- 
proved a method of so marking ‘‘cull’’ ware that it will 
be readily recognized by the master plumber and the 
general public. These fifty had selected an executive com- 
mittee headed by A. M. Maddock of Thomas Maddock’s 
Sons Company and composed of George E. Hoffman of 
Trenton Potteries Company, R. E. Crane of Eljer Com- 
pany, George C. Kalbfleisch of Standard Sanitary Manu- 
facturing Company and H. J. Marsh of J. L. Mott Iron 
Works. 

Wednesday’s conference was for the purpose of passing 
on the recommendations made by the manufacturers’ com- 
mittee and few changes were made. Corrections in nom- 
enclature and definitions were in most cases merely to 
clarify meanings and practically all changes in grading 
rules were of minor nature. 

One most important decision was that all fixtures should 
carry the name or trademark of the actual manufacturer, 
with the makers and wholesalers agreeing to a provision 
“It is recommended that no name, brand or label other 
than that of the actual manufacturer be used.” 

Dimensional standards were also agreed upon, including 
sizes, types and allowable variations. 45 types of fixtures 
will hereafter be the standard line of water closet bowls, 
lavatories and tanks—a reduction from approximately 
441, according to Mr. Hoffman. All others that will be 
used in plumbing practice are to be considered specials 
and are to be catalogued as such. 

The new standards are to go into effect on October 1, 
the conference decided, and are to prevail for one year. 
A standing committee will assist the Simplified Practice 
Division in the work, this to consist of R. L. Ottke and 
Benjamin Cadbury, representing the brass manufacturers; 
Geo. H. Drake of Buffalo, and R. T. Rock of Bridgeport, 
Connecticut, representing the National Association of 
Master Plumbers; W. J. Spillane of James B. Clow and 
Sons, and Claude W. Owen of E. G. Shafer & Company, 
representing the jobbers; LeRoy E. Kern representing the 
American Institute of Architects and two members of the 
manufacturers’ executive committee. 

One of the features of the meeting was a visit by 
Secretary Herbert Hoover. Secretary Hoover told of the 
department’s efforts to build up an agency to cooperate 


24 


with industries and be helpful to them. The present 
efficient Division of Simplified Practice is the result, he 
stated. Commenting on business conditions, Mr. Hoover 
saw no reason for a slump in business and thinks a big 
slump very much less likely than ever before, as he be- 
lieves we have flattened out the curves in the business 
cycles to a considerable extent. This is particularly due 
to a better credit system and to a greater dissemination of 
knowledge about the various industries by the members 
of those industries. 

On the day preceding the general conference the ex- 
ecutive committee met at the Willard Hotel and a dinner 
was held at that hotel the same evening, attended by 
32 members of the advisory committee. At that dinner 
those present passed a resolution expressing their grati- 
tude to the Hon. Herbert Hoover, Secretary of Commerce, 
and to the special assistants, I. J. Fairchild and H. R. 
Colwell, for the aid and advice given them in their en- 
deavor to eliminate uncalled for and unnecessary varieties, 
to establish grading rules and to adopt standards of 
measurement. 

The standards, as adopted in detail for staple vitreous 
china plumbing fixtures, follow: 

General 

1. The nomenclature, definitions, grading rules, types, 
sizes, dimensions, and general practices given herein are 
recommended as standard. 

2. Types and sizes of water closet bowls, tanks and lav- 
atories not specifically mentioned shall be considered 
as specials and catalogs displaying vitreous china fixtures 
shall indicate as specials these other types. 

Grading Rules—General Statement 

3. Vitreous china plumbing fixtures are made of ma- 
terials mined from the earth, containing metallic elements 
and foreign matter which cannot be entirely eliminated in 
practice. As they are made and finished by hand, and 
subjected to a high degree of heat, it is an accepted fact 
that they cannot be regularly produced free from unim- 
portant variations and minor blemishes. 

4. Careful inspection is employed in each department 
of manufacture and each of the imperfections listed herein 
as acceptable under the ‘‘Regular Selection’ grading is 
caused by some unavoidable condition in the manufactur- 
ing process. Perfection is not guaranteed nor commer- 
cially possible. 

5. The blemishes permitted under the grading rules do 
not affect the utility or value of the fixture. 

6. The terms “Regular Selection’”’ and ‘‘Culls’’ shall be 
used to replace the terms ‘Grade A’’ and “Grade B”’ for 
grading vitreous china plumbing fixtures, as it is recog- 
nized that the terms “Grade A”’ and “Grade B” are con- 
fusing to the trade and to the consumer. 

7. Ware which grades below ‘‘Regular Selection’”’ shall 
be classified as ‘‘Culls.” 


8. Nomenclature and Definitions 

BLISTER—A raised uncolored portion of the surface, 
sz (0.031) inch and less than. % (0.125) inch in 
maximum dimension, 

LARGE BLISTER—A raised uncolored portion of the 














Standard Dimensions of Vitreous China Plumbing Fixtures 
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surface % (0.125) inch to ™% (0.25) inch inclusive in 
maximum dimension. 

BUBBLE—An uncolored raised portion of the surface 
or sand speck smaller than 7 (0.031) inch in maxi- 
mum dimensions. 

CRAZE—Fine cracks in the glaze. 

CULLS—Ware which grades below “Regular Selec- 
tion.” 

DISCOLORATION——A colored spot over ™%4 (0.25) 
inch in maximum dimensions, or a sufficient number of 
specks or spots to give the effect of a change in color. 

DULL OR EGGSHELL FINISH—Dead or flat finish. 
Undeveloped glaze. A semi-glazed finish with numerous 
very fine pin holes or slightly matted in appearance. Not 
glossy. . 

DUNT—A hair-line fracture extending through the 
body and due to strains set up in the process of manu- 
facture. 

EXPOSED BODY--Unglazed portion y (0.063) inch 
in maximum dimension or over. 

FINISH—tTexture and condition of surface other than 
color. 

FIRE CHECK—Fine shallow crack in the body not cov- 
ered with glaze. (When sufficiently covered with glaze 
as to be easily cleaned, it is not detrimental.) 

FLUSHING SURFACE-——The surface which may be wet 
during the operation of the fixture. 

PIN HOLE—Unglazed portion of body, or small hole 
under 4, (0.063) inch in maximum dimension. 

POLISHING MARK-—-A spot not larger than % (0.375) 
inch in the maximum dimension where some minor blem- 
ish has been ground off and the surface polished. 

PROJECTION—A raised uncolored portion of the sur- 
face over %4 (0.25) inch in diameter. 

REGULAR SELECTION—First class ware in conform- 
ity with the regulations of the grading rules. 

ROUGHING IN MEASUREMENT—Dimension from fin- 
ished wall or floor to center of waste or supply opening. 

SEGREGATION—More than 4 spots, blisters or pin 
holes in any pottery square. 

SPECK—A colored portion less than ~ (0.031) inch 
in maximum dimension. Specks less than 1/100 (0.01) 
inch in maximum dimension, unless in sufficient number 
to form a discoloration, are not counted. 

SPOT—A colored portion of the surface #4, (0.031) inch 
and less than % (0.125) inch in maximum dimension. 

LARGE SPOT—A colored portion % (0.125) inch to 
1% (0.25) inch inclusive in diameter. 

SPUD—tThreaded brass connection inserted into the 
vitreous china ware. 

POTTERY SQUARE-—A square 2 inches on each side. 
For grading purposes may be a 2-inch square hole cut in 
a small sheet of any flexible material—such as rubber or 
paper—for convenience in sliding over irregular surfaces 
to determine segregation. 

STREAK—A slight defect in the finish giving an ap- 
pearance similar to painters’ brush marks. 

VISIBLE SURFACE—tThe surface readily visible after 
installation of the fixture, by an observer in normal stand- 
ing position. 

VITREOUS CHINA—Plumbing fixtures—The term 
vitreous china plumbing fixtures shall be applied only to 
such ware as will pass the following red ink test: 

A fractured piece of material taken from any part 

of a vitreous china plumbing fixture, after being im- 

mersed in red anilin ink of good color-strength for 

one hour, shall not show any discoloration through 
the glaze and shall not show absorption when broken, 
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to a depth greater than % inch below the surface 

of fracture at any point. 

WATER CLOSET BOWL—-The term water closet bowl 
is the accepted general term applicable to such fixtures. 

REVERSE TRAP—The term reverse trap shall be ap- 
plied only to water closet bowls having back supply; in- 
tegral flushing rim; a minimum water seal of 2% inches; 
a minimum water area of 8%x7% inches; a syphon 
trapway at the rear of closet which shall pass a 1% inch 
diameter solid ball; and a minimum weight of 38 pounds. 

SYPHON JET—The term syphon jet shall be applied 
only to water closet bowls having top supply, integral 
flushing rim and jet; a minimum water area of 12x10 
inches; a minimum depth of seal of 3 inches; a syphon 
trap-way which shall pass a 2% inch diameter solid ball; 
minimum horizontal over-all dimensions of 14x23 inches, 
and a minimum weight of 48 pounds. 

WASHDOWN—tThe term washdown shall be applied 
only to water closet bowls having back supply; integral 
flushing rim; a minimum water area of 8x7 inches; 
a minimum water seal of 2% inches; a syphon trap-way 
at the front of closet which shall pass a 1% inch diameter 
solid ball; and a minimum weight of 34 pounds. 

WASHDOWN WITH JET—Washdown with jet added. 

‘WATER AREA—Elliptical area of the still water in 
the water closet bowl when filled to top of dam. 

WAVY FINISH—A defect in the finish having the ap- 
pearance of numerous runs in the glaze; irregular or 
mottled. 


Method of Grading Water Closet Bowls 

9. Examine the well hole closely for excess glaze, spots, 
blisters, pin holes, etc. With eyes about 2 feet directly 
above rim, rock the bowl first to one side and then the 
other to an angle of about 45 degrees, then tilt backward 
at the same angle, noting only the defects which can be 
observed in these positions. Minor blemishes which are 
not observed in this operation are assumed to be on un- 
seen surfaces. Examine the remainder of the bowl for 
dunts, craze or other serious defects. 

NOTE:—lIt is not intended that inspectors shall 
measure or count any blemishes except in case of 
doubt, since with practice, dimensional limits and 
numbers can be readily gaged by eye. 

10. Water closet bowls are graded in accordance with 
the maximum blemishes listed. See Table No. 1. 

11. Bowls having more than the maximum grading 
limit permissible for ‘‘Regular Selection’’ on any one 
blemish shall be classified as ‘‘Culls.’’ 





Table 1—Water Closet Bowls 
Location Blemish or Defect Regular Selection 
Dull or eggshell area. Not over 4 sq. in. 
Wavy finish. Not more than 4 sq. In. 
Excess glaze. Not more than % in. 
thick in well. 
General Warpage. Not noticeably warped 
when seat is attached. 
Large blisters. Not more than 2, 
Dunts. None allowed. 


Projections. None allowed. 
Exposed body. None allowed. 
Unglazed fire check. None allowed. 
* , Spots, blisters, or pin No segregation; a total 
eo holes. of not over 10. 
Bubbles or specks. Not over 10 in one pot- 
tery ‘square’; a total 
of not over 25. 
Exposed body. Not over % (0.25) inch 
on foot; not over % 
(0.125) inch on more 
prominent surfaces. 
Visible Unglazed fire check. Not over ¥% inch long. 
Surface Spots, blisters, or pin No segregation; a total 


holes. of not over 10, 
(Continued on Page 47) 
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Sanitation on a 
Commercial 
Airplane 


this page, this probably being the first time that 

pictures of the plumbing of a modern, commercial 
passenger-carrying airplane have been published. The 
pictures show the airship itself and the toilet room of 
the P. R. T. plane ‘“‘Kendrick,’’ which is duplicated in the 
plane “Vare,” both of which ply twice daily between 
Philadelphia, Pa., and Washington, D. C. 

The more unique fixture of the two shown is the lavatory, 
which was designed by R. B. Hambleton, assistant sales 
manager of Fleck Brothers Co., Philadelphia. When 
the operators of the passenger line came to Mr. Hamble- 
ton and told him they wanted a lavatory, they were afraid 
he could not meet their requirements, as the space that 
could be spared was very limited, and the total weight of 
the fixture could be only 13 pounds, including the water 
which had to be carried. 

Mr. Hambleton, however, exceeded the expectations of 
the designers, producing a lavatory, towel rack, tumbler 
holder, soap dish, mirror and water supply container, 
which together with the 


. N UNUSUAL plumbing installation is illustrated on 








of the fixturé. This tank holds 2% gallons, this amount 
filling the bowl 30 times. As the plane carries only eight 
passengers and the longest trip is under three hours, this 
provides a plentiful supply of water. 

In order to conserve space, a large screw base, 1% 
inches in diameter, was put on the tumbler holder, atop 
the tank, the tank being filled through the aperture made 
when the holder is unscrewed. With the aid of a funnel, 
this can be done in a few moment’s time. The mirror 
was attached in the conventional way to the veneer wall, 
while the soap dish became an adjunct of the lavatory. 
Due to the fact that the plane is not always on an even 
keel, Mr. Hambleton thought it best to usé a hook for 
towels instead of the usual rod, loops being attached to 
the cloths for hanging. 

The top of the bowl is 34 inches from the floor, the 
height specified by the P.R.T. Co. The combination 
stand and waste pipe is one inch in diameter, and is suf- 
ficiently strong to easily carry the load placed upon it. 

The toilet shown was designed by the Fokker people, 

the builders of the planes, 





water carried only weighs 
9% pounds. The paring 
down in weight was made 
possible by making the 
lavatory proper of German 
silver, with a combined 
stand and waste pipe of 
aluminum, and by an in- 
genious device for holding 
the water, plus. several 
other weight saving ideas. 


Attaching a tank for the 
water supply was the first 
big problem the designer 
had to face. The wall 
which forms. one side of 
the corner in which the 
lavatory is placed is merely 
a heavy shellacked fabric, 
the other wall being a thin 
1/16 inch veneer, both far 
too light to sustain any 
weight. It was, therefore, 
hecessary to make the tank 
integral with the lavatory. 
Mr. Hambleton worked this 
out by making a narrow 
tank, 10 by 2% inches, in 
the rear of the german sil- 
ver shields, which are 
shown just above the bowl 








and was originally just an 
aluminum tube reaching 
through the bottom of the 
machine. However, Mr. 
Hambleton suggested and 
designed a basket arrange- 
ment of aluminum for the 
bottom of this tube. This 
“basket” has numerous 
holes in the bottom to al- 
low liquids to pass through 
and yet retain solid mat- 
ter. In addition, holes 
were punched a few inches 
up the sides, to become ef- 
fective in case the bottom 
apertures become clogged 
en route. 

Thus it is that sanita- 
tion follows man into the 
air as well as into the 
newly explored parts of 
the world. Lavatories, 
sinks, and closets are 
established equipment, 
baths are all that are miss- 
ing to make sanitary facili- 
ties in airplanes complete, 
and it can be expected that 
wavs will soon be devised 
for their installation. 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 237 
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Even Temperature 





Ask for a 
free copy 
of wh 
Story of the 
Bath” — an 
absorbingly 
interesting 
booklet, 
profusely 
illustrated. 
It isn’t ad- 
vertising. 


AY BE enjoyed with a minimum of at- 

tention. The modern heat control de- 

vice will enable you to enjoy the com- 
fort of even temperature throughout the hours 
of the day and evening, and to rise to a warm 
house in the morning. Just telephone and let 
us send a competent man to tell you how the 
safety and comfort of even temperature may be 
enjoyed in your home this winter. 


(In this space your Name, 
Telephone, and 


Address) 








Nothing for You to Do 


UT CUT the copy out of Your Weekly and hand it to your local 
B newspaper, together with the cut we send you, when you are using 
the Advertising Editorial service. You receive twelve of the illustra- 
tion cuts for only $4.20. This simplifies the matter of advertising for 
you and enables you to maintain a week-to-week advertising cam- 
paign without interfering with your other work. Subscribe this week 
to this carefully merchandised advertising service. It will pay dividends 
as it is to many other users. 
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ALES LETTER 
One a Week—No. 74 





This is a good time to talk heat regulation, 
Send out the following letter to those 
whom you know ought to have this refine- 
ment added to their heating plant. It will 
probably result in other work besides the 
installation of heat regulators. 


ji 0 HN BROWN 
Plumbing : Heating 


Two Rivers, N. Y., 
October 2, 1926. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Was it necessary for you last winter to 
attend to the fire in the basement quite often 
during the day, in order to keep the house 
at an even temperature? 

You can free yourself of much of that 
drudgery during the coming winter. 

Just telephone and permit us to send a 
competent man to explain to you the opera- 
tion of the automatic heat regulator. With 
this device installed you may control the 
temperature of the house morning, noon and 
night, without running into the basement. 
Think of arising in the morning to a com- 
fortable house, instead of having to wait 
until the fire has ‘‘caught hold’ and produced 
enough heat to overcome the night time 
coolness. 

With the modern heat regulator you set 
the temperature at which you desire to keep 
the house and when the house falls below 
that temperature, automatically the drafts 
are opened; when it reaches that tempera- 
ture, automatically the drafts are closed. 

Very. truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 95 


HE ADLET makes it possible for you to 

carry on a campaign with a minimum of 
work as in the case of the Advertising Editorial. 
All you have to do is clip out, or copy out, the 
copy below, add your name, telephone and ad- 
dress and hand it to your local newspaper 
representative. This smaller size advertise- 
ment, used consistently, will build business. 











| Even Temperature 


It’s important to maintain even tem- 
perature during the winter. Colds are 
caused by great fluctuations in the 
warmth of the house. Telephone us to 
come and explain the operation of the 

















modern heat control device we handle. 
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MALLEABLE IRON 
FITTINGS” 


S. S. Fretz, Jr., & Co. Thos. Devlin Mfg. Co. 


23rd St. and Sedgley Ave. 23rd St. and Sedgley Ave. 
Philadelphia Philadelphia 
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Bristol Hospital 
Bristol, Conn. 
Architect: C. Palmer, ff 
New Haven, Conn. 


Plumbing Contractors: 
Murphy & Sheehy, Bristol, 
Conn. 





Preferred again! 


When a really high-grade flush valve 
is to be chosen, the selection usually 


narrows down to the Simplex. 


When it’s a question of reliability, 
sturdiness and simplicity, together 
with good looks—there’s only one 
answer—SIMPLEX. The Simplex 
Valve—constructed like an injector— 
looks equally well with any style 


of bowl. 


Office and Warehouse Carrying Stock of Perfection Products and Simplex Flush Valves 
234 WATER STREET, NEW YORK CITY 


ae 
BEATON & CADWELL MFG.CO. 
Gstablished 1894 
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The Story of 


ocem tin taatiwan 


—methods of 
manufacture, 
handling and use, 


—a series of 45 
Pictorial Stories 














appreciate their benefits. One is unable to compre- 

hend the advantages of the modern faucet until one 
hears a grandmother tell of carrying water for drinking, 
cooking and washing, long distances from the spring tothe 
little log houses in the woods, or until one gets a vision 
of the generations that have until recently been bound to 
the water yoke. 

Ancient history gives a hint of this universal cry for 
water that has existed throughout the ages and up to the 
advent of the modern faucet. Such a hint is found in the 
book of Amos: “So two or three cities wandered into one 
city to drink water, but they were not satisfied.” 

In the business of living, the chief concern of the hu- 
man race has always been a supply of food and water. 
In many instances, water has been more important than 
food. In spite of-its abundance, no other human neces- 
sity is so much sought. In times of distress or disaster, 
a supply of drinking water is the first great need. It is 
called for by the wounded soldier on the 
battlefield when everything else is forgotten. 
Since history began, a cup of cold water has 
been the sign of man’s hospitality to man, 
just as the modern faucet is now the symbol 
of the modern water supply for a thirsty 
world. 

In the gospel of Saint Matthew we read: 
“Whosoever shall give to drink unto these 
little ones a cup of cold water, verily I say 
unto you, he shall in no wise lose hig re- 
ward.” When Abraham sent his servants 


Pe ssocect are now so common that few people stop to 





into a foreign land to select a wife for his son, it was 
decided to choose a maiden who would give the servants a 
drink of water and when Rebecca came to the well, let 
down her pitcher from her shoulder and said to Abraham’s 
servant, “Drink and I will give thy camel to drink,”’ he 
knew at once that Rebecca was the one he was looking for. 

Faucets have been made, literally, in thousands of 
styles and designs. In this series of Picture Stories, which 
will appear in forty-five subsequent issues of ‘Domestic 
Engineering,’’ many primitive types of faucets will be 
described and illustrated. Offspring of a ‘dozen trades 
and sciences, the modern faucet has been developed until 
it would seem that it is now about as near perfection 
as human ingenuity can make it. 

Encyclopedias give various derivations for the word 
“faucet.” “A faucet,” it is said by one authority, ‘‘is 
properly a short wooden pipe or mouthpiece that is in- 
serted in a barrel or other receptacle for the purpose of 
drawing off wine or beer, the pipe being stopped by a 
plug or “spiggot.’’ The word ‘faucet’ seems 
to have had its origin from the necessity of 
forcing a hole or transpiercing for the in- 
sertion of the faucet. The French have a 
word “faulser” or “fausser,’’ which means to 
make a breach in a wall. 


Within the memory of master plumbers 
still actively engaged in business, the plumb- 
ing trade has given to civilization this gift 
of running water. It is a lasting contribu- 
tion to the comfort and advancement of the 


The Water Yoke world. 
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| Practical Problems—No.8 
| $3 paid for acceptable ideas 

















Odd Uses For Old Range Boilers 


N a certain western town, whenever any farmer wants 
i watering trough, he goes to his plumber. Very often 
a housewife wants a flower box. She goes to the plumber, 
and not infrequently the road department of that county 
goes to this master plumber for culverts. Frequently a 
home owner wants to put a culvert in a driveway, and 
he gets his culvert from the same plumber. 

This is strange work for a plumber, it would seem at 
first glance, but if it is strange work, it is also profitable. 
With this plumber, old, discarded range boilers never go 
to waste. 

When a farmer wants a watering trough, the plumber 
goes with his customer out into the “bone yard” and 
picks out a range boiler of suitable size. The plumber 
then cuts the boiler in two with his acetylene torch, welds 
four angle irons on it at the proper places for support, 
and so in a short time constructs a fine watering trough 
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Legal Decisions 


PRIVATE BOOKS OF PARTNER AS EVIDENCE 


NQUESTIONABLY it is true that the presumption 
U of correctness which, as between the partners, at- 
taches to entries in partnership books to which all of 
the partners have access, does not attach to entries in 
the private books of one of the partners. Entries in other 
than partnership books to which all the partners have 
access must be established by extrinsic proof. 

Where one partner has been engaged in winding up 
the affairs of the partnership business, without doubt 
his right to be credited with every item of disbursement 
made by him from his own personal funds while thus en- 
gaged in liquidating the affairs of the copartnership is as 
unimpeachable as is his liability to be charged with all col- 
lections made by him on behalf of the firm during that 
period.. But, though a liquidating partner is entitled to 
be credited with all disbursements made by him during 
the period of liquidation, entries of such disbursements 
in books kept by him in his possession and under his sole 
control, and to which his partners have no access, are 
not, as a general rule, admissible in his favor as against 








A typical range boiler “bone yard” 
4 


from what would otherwise have been waste material. 
Sometimes he goes so far as to coat the watering trough 
with a rust-resisting paint. 

The same half boiler that would make a good water- 
ing trough also makes a good flower box, as some of the 
ladies in that town have discovered. Sometimes when 
a flower box is made in this way the plumber cuts it 
into some fancy shape as suggested by his patron. The 
popular shape is that of a canoe with handles soldered 
on at each end. 

Recently this plumber had the opportunity to use a 
number of his old range boilers for a smoke stack, and 
the idea worked fine. With the acetylene torch he re- 
moved the ends of the range boiler just back of the rivet 
line. They were then carefully cleaned and all holes 
soldered shut and loops for guy wires welded at various 
intervals. 

In the same manner a road culvert can be made in a 
short time. It is not necessary for culverts to be welded 
as in the case of the smoke stack, however. Straps of 
iron are merely welded across the joints to hold the 
boilers together. The riveted end of the boiler is left 
on, however, to provide greater stiffness. 


his copartners. Where however, the parties have ex- : 


pressly stipulated to refer all books kept by the liquidat- 
ing partner to an accountant to take an account there- 
from, it does not lie in the mouth of either party there- 


after to object to the use of such books as evidence.— [| 


District Court of Appeal of California, in Riley et al. Vv. 
Brown, 237 Pacific Reporter, 833. 


WHAT INCLUDED IN SETTLEMENT 
T is generally held that a settlement based upon debits 
I and credits, evidenced by book accounts, will not in- 


clude unliquidated claims not ntentioned and arising out- | 


side of the business transactions settled. But where the 


relation between the parties has its origin in and their é 
relation in all respects is governed by one contract, and © 
all transactions between the parties, contemplated by the 
contract, are at an end except to accomplish a settlement, © 
and full settlement is made, then all obligations arising 7 
out of the contractual relations are settled by giving and % 
receiving of the written evidence of indebtedness, such as ; 

check, notwithstanding that thereafter payment is stopped aL 
on the check.—Supreme Court of Oklahoma, in Williams | 


v. Casparis Bros., 238 Pacific Reporter, 438. 
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Special shallow 
escutcheon. 








_ Regular Speakman escut- 
cheon which adjusts from 
25% to 314 inches. 





Special long escutcheon. 
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The length of this line is the adjust- 
ment now possible with 


SPEAKMAN escutcheons — 


2= inches 


Sooner or later, on some job or other, every plumber 
runs into trouble with his roughing-in—the wall is not 
the required thickness, or it is too thick. Here is when 
you will especially appreciate the fact that you have 
used Speakman Showers and Fixtures. 


In addition to the adjustment of the regular Speakman 
escutcheons—2°@ to 3% inches, we can’ also furnish 
special shallow or special long escutcheons. ‘The shallow 
escutcheons allow 4;5; inches from centre of the valve 
to the escutcheon and the long escutcheon allows 21% 
inches. The regular escutcheon with its more than 
three quarters of an inch adjustment, is between the two. 


Now with Speakman Showers and Fixtures, you can 
take care of any wall condition which you might meet. 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARE 


and FIXTURES 
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SPEAKMAN SHOWERS 
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Norwegian Lutheran Deaconess 
Hospitaland Institute 
Minneapolis, Minnesota 
Architect: 
Alban & Fischer 


Plumber: 
Shaw & Co. 





‘Timi se © ve 4 
Oregon State Hospital 
Salem, Oregon 
Architect: 
Lazarus, Whitehouse & Fouilhoux 


Plumber: 
J. A. Bernardi 
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St. Alexius Hospital 
Bismarck, North Dakota 
Architect: 
Beuchner & Orth 


Plumber: 
Grambs & Peet Co. 
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Preferred for Exacting Plumbing 
Since 1878 








| Clow 


| 





' Electric Reclining Cabinet. One of the many Clow 
specials for hospitals. 
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Hudson River State Hospital 
oughkeepsie, New York 


P. 








Greeley City Hospital 
Greeley City, Colorado 
Architect: 


W. N. Bowman Company 


Plumber: 
J. D. Potter Plumbing & Heating Co. 
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1ington County Memorial 
Hospital 
Bartlesville, Oklahoma 
Architect: 
Walton Everman 


Plumber: 
ll-OrrHeating Company 


| W here Plumbing Must Be At Its Best 


In hospitals—where perfect sanita- special fixtures. The most notable 


tion is absolutely essential at all times 


—plumbing must be at its best. work. 


Because of this, modern hospitals 
everywhere are demanding safe, de- 
pendable, and proven plumbing. 

That is why Clow has gained such 
pre-eminence in the hospital field. 


For forty-eight years Clow has been 
steadily developing its line of hospital 


plumbing goods. In 


cases Clow engineers have developed 


a number of 


of these are for hydro-therapeutic 


When such a background is backed 
by careful design, exacting manu- 
facturing standards, thorough set-up 
tests before shipment, and the facili- 
ties of the world’s largest plumbing 
distribution plant, it is small wonder 
that so many modern hospitals use 
Clow plumbing throughout. 


Clow plumbing is proven plumbing. 


JAMES B. CLOW & SONS, 201-299 NO. TALMAN AVE., CHICAGO 
Sales Offices in Principal Cities 
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Fig. 1.—The Key Drawing 


The Round ‘lable 


on Heating Problems 


from Tom Ball, Fulton, Mo., in which he com- 
ments upon the letters written by several Round 
Table members. 

“Dear Round Table Chairman:—After looking over the 
Round Table and the comments on several drawings, I 
wish to say that the original drawing, July 10 issue, is 
not quite fair to heating contractors way out here in 
the wilderness, as it does not show where the radiators 
are located as plainly as a floor sketch would, and as we 
are not artists and only heating men, it is hard for us 
to show the manner in which we intend the various con- 
nections to be made. 

“Of course, we in our limited experience have never 
fallen for that A-and-B stuff which came out some time 
ago. 

“We simply use the regular sizes which we find ample 
for all requirements in our state. 


Ts FIRST order of business is a communication 


“We notice that the writer of one letter was criticized 
for making his sketch showing the expansion tank in 
circulation, but really he is the only one of the bunch 
who used his head and cut out 40 or 50 ft. of useless 
pipe.’’ 

Let the chairman explain that the writer who was 
criticized may have cut out 40 or 50 ft. of pipe, but he 
did not connect the expansion tank correctly, because an 
expansion tank should never be connected into the supply 
but always into the return. 
>) Mr. Ball continues: ‘‘Some fellow, 75 years ago said, 
‘Run the expansion line from the bottom of the boiler, 
as the water is heavier on that side,’ but out in old 
Missouri we have a different water, so we hang the vent 
on the top radiator, and let the steam out that way.” 

The chairman explains again that Mr. Ball does not 
have the correct idea, for on a hot water system there 
is no steam to deal with. Then again, the city water 
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N°44 Beaver Power Drive 


our Power Plant’. 







\ 


On Your Pay Roll 


Your local Electric Power Plant is trying to get a job with you—and it will guarantee 
to put money in your pocket. 


All around you—all through the day—at your finger tips, this Money Making Mechanic 
is ready to go to work for you. 


All you need to do is to insert the plug of a No. 44 Beaver Power Drive in any 
light socket—and a husky electric fitter goes to work cutting up to 12-inch; threading 
up to 6-inch; making up fittings right in the machine; threading bolt rounds; 
loweririg your costs and increasing your profits. 

Buy nothing extra. Use the tools you have. For the Beaver Power Drive 
makes Money Making Power Machines of any type of hand tools. It is a safe 
machine to use—the pipe revolves—the tools stand still. 

A remarkable machine it is—sturdy—powerful—rugged—efficient and portable: 
Load it with work—and in a short time it pays for itself. It’s just like putting a 
skilled fitter to work, paying his salary for a few weeks, and then getting his services 
for years to come for but a few pennies a day. 

The story of this remarkable machine is fully told in the new broadside that 
the coupon below will bring to you. 





The Borden Company, Warren, Ohio. _ 
Send me the story of the Beaver Power Drive. 


























Mention Domestic ENGINEERING when writing advertisers. 
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supply should never be connected to the bottom of a hot 
water job. The reason is obvious. It will be interesting 
if Mr. Ball would tell us why this should not be done. Ona 
steam boiler job one should also be careful, but that 
is another story. We would surely like to hear from 
Mr. Ball. He must have some reasons for following 
the practice indicated in his letter. 


HEATING PROBLEM DISCUSSION 

HE NEXT matter on our program is a discussion 

| p the drawings sent in on the heating problem 
which appeared in the issue of July 10, 1926. 

Fig. 1 is the key drawing. It shows the connections 
to and from the radiators, also the connections to the 
pipe coils and the loop around the door opening. Radia- 
tors 1 and 2 are to be connected same as on a steam 
job. Radiators 3, 6, 5 and 7 on this drawing are con- 
nected as they would be for a vapor job. No. 4 shows 
a side view of a vapor radiator with the pipes concealed 
in the partition. Radiators 8 and 10 are connected for 
vacuum with the supply and return on the same side. 
No. 9 shows the connection to the radiator when pipes 
are concealed in the wall. On all these connections care 
should be exercised to provide swing joints to take care 
of the expansion. 

The connection to coil No. 11 is shown at 17, which 
is the proper connection when coils have more than six 
pipes. This connection will distribute the steam evenly, 
thus preventing short circuiting of the coils. On large 
coils, such as shown, it is advisable to install two return 
headers and two traps, as shown at 18. 

When a coil has only six pipes one return header and 
one trap is sufficient as shown at 19. It is advisable, 
however, to carry the steam to both ends of the supply 
header as shown at 19. An angle or gate valve may 
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Fig. 3 


be used on coils but never a globe valve if same must 
be placed in a horizontal line, because condensation will 
be held back by the globe valve. 

When a vacuum return must cross underneath a door- 
way, the loop shown around door opening 13 must be 
installed in order to equalize the vacuum. The inlet 
end A must be not less than 6 inches higher than the 
outlet end B. If both are the same height, pounding will 
be the result. 

Fig. 2 was sent in by Fred C. Speich, Tacoma, Wash. 
It is a very finely executed draWing. Great pains have 
been taken with it. Radiators 1 and 2 are shown as 
hot water radiators and he has turned them into steam 
radiators with supply connections on the bottom. The 
valve should be on the top as indicated on Fig. 1. The 
connections on radiators 3, 6, 5 and 7 are made cor- 
rectly with the exception that traps should be placed on 
the return line of vapor jobs instead of valves as shown. 
When this is done he will have a better vapor job. Ra- 
diators 8 and 10 are connected properly. The connec- 
tions to radiators 4 and 9 are also properly made. 

It is not necessary to put two valves on coil No. 11 
and I would recommend you study drawing Fig. 1 in 
this respect. The trap connections ure made in the right 
manner. Coil 12 is connected properly in every way, 
with the exception that he fails to show a union or union 
elbow and I can’t see how he is going to make the con- 
nection of pipe A. This criticism holds good on coil 11 
also. 

Referring to the loop over door opening 13, there is 
no union shown on this drawing, and the connection on 
the inlet side marked A is at the same level as connection 
B on the outlet side. We would suggest that he refer to 
drawing Fig. 1, which shows the proper way of making the 
connections. 
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The 


SMadbury Lavatory 
—da type for each 


particular bathroom 


















DUROCK 


the perfect material for 
bathroom equipment 


HE Maddock “Madbury” Lavatory of Durock is the last word cannot 
in beauty, convenience, cleanliness and durability. 
The larger illustration shows the pedestal style; the smaller, the leg hold dirt 


style. Both are identical in every detail except the method of support. 
Because the leg style costs less to manufacture, it may be furnished 
at a somewhat lower price than the pedestal style; also it may be 
supplied, if desired, in a smaller size. 


Both styles are made of all white Durock, including trimmings. 
Durock will not chip, crack, craze nor discolor. 






COATED 
WARE 


The “Madbury” is the only lavatory made with a self-cleansing overflow, insur- 
ing complete sanitation. Hot and cold water, mixed to any desired temperature, 
is directed to the center of bowl in a single stream. There isa large square bowl 
with anti-splash rim. 


Durock lavatories remain new indefinitely. They can always be kept spotlessly 
clean by merely wiping with a damp cloth. 


THOMAS MADDOCK’S SONS COMPANY 
Oldest Sanitary Potters in America 


TRENTON, N. J. 


DUROCK 
Durock has a surface as smooth as 
glass, of dazzling brilliance, and so 


hard thatit never becomes scratched 


DUROCK ‘Bathvoom ©quipment or rgughened by any, customary 


soil can never get into it. 
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Fig. 3 ‘was sent in by John Schinnagel, Jr., New York 
city. He has made the same mistake on radiators 1 and 
2, namely, he has put the supply valve on’the bottom. 
This is all right on steam radiators, but not on hot water 
radiators, see Fig. 1. Return connection on these two 
radiators is OK. 

The specifications for piping radiators 3, 6, 5 and 7 
called for the return line to be placed between the ra- 
diators. He has shown this on the right hand side, which 
is incorrect, see Fig. 1. The supply valve connection is 
placed correctly, also the trap connection. Connection 
to radiator 4 will pass, but an angle valve is preferred. 
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Fig. 4 


Gate valves also must be used on supply to radiators 
3, 6, 5 and 7. Radiators 8, 9 and 10 are connected 
properly on the supply end, but incorrectly on the return 
end. Traps should not be placed on the same side as 
the supply valve. See Fig. 1 for proper connection. 

The supply connection 17 to coil 11 shows no union. 
The return connection can be simplified as shown on 
Fig. 1. The steam supply to coil 12 is not correct because 
we have not shown a branch on the supply header. See 
drawing Fig. 1 for proper connections. The air checks 
on the return 20, are not required, and this connection 
should be made as on Fig. 1. The loop around the door 
opening, 13, is lacking a union and the inlet side A is 
level with the outlet side B, which is incorrect. See 
drawing Fig. 1 and criticism on Fig. 2. 

Fig. 4 was sent in by Frank Gallagher, Jamestown, 
N. D. We will have to make the same criticism on ra- 
diators 1 and 2 that we did on the two preceding draw- 
ings. 

The supply to radiators 3, 6, 5 and 7 should be 
made as indicated on Fig. 1. The trap on radiator 3 is 
incorrect and should be put on the other side, and the 


DOMESTIC ENGINEERING 39 


supply connection on the same radiator should be moved 
over to the right hand side, 

Connections to radiator 4 are OK. It will be cheaper 
to connect radiators 8 and 10 as shown on drawing 
Fig 1 because the trap carrying a smaller pipe can be 
connected more readily on the opposite side of the ra- 
diator. The supply connection will be materially 
shortened. 

He failed to show a union on the supply connection to 
coils 11 and 12, also on the loop around the doorway. 
Loop 11 should be connected to supply line 17 and not 
to supply line 21. Thé traps are connected properly on 
coil 11 and also on coil 12. Supply connection to coil 12 
should be made as indicated on drawing Fig. 1. Regard- 
ing the inlet and outlet connection under door 13, the 
same criticism applies as that given previously. Point A 
must be 6 inches higher than point B, see drawing Fig. 1. 

This lesson is a valuable one. It was not an easy 
problem to solve. Those who have not sent in draw- 
ings should file this issue for future reference. Vacation 
time is over now, and we trust that all members will 
appear at our Round Table sessions in the future. There 
is no better way to learn than to put our feet under one 
table and discuss problems vital to all of us. If anyone 
has a special problem or drawing that he would like to 
present at our Round Table sessions he is urged to send 
it in. 

It is frequently impossible to publish all the drawings 
sent in, but in such instances each sender of a drawing 
receives a special letter from ‘“‘Domestic Engineering” in- 
corporating the comments of the Chairman of the Round 
Table on his drawing. Many letters are received which 
indicate that a large number of heating men are following 
the Round Table discussions. Months may pass during 
which they send in no solutions, but they read the Round 
Table articles regularly. 


FAILURE TO DEFEND SUIT ON ACCOUNT OF STATE- 
MENTS 

HERE a vendor sells goods to a vendee, and sub- 
W sequently brings a suit at law for recovery of the 
price of the goods, and the petition alleges a stated sum 
as the price of the goods, and the defendant is duly served 
with petition and process, and fails to appear or make 
any defense or answer to the suit, and judgment is 
rendered against him by default for the full amount 
alleged to be due in the petition, it is not a good charge 
of fraud, accident, or mistake to allege that the defendant 
in such action was misled and deceived by the receipt of 
frequent written statements, received from the plaintiff 
from shortly after the date of the purchase until after 
the suit was filed and until the judgment was obtained, 
which showed the amount due was different and sub- 
stantially less than that alleged to be due and sued for in 
the petition. The sending of such statements did not 
amount to representation that a judgment would not be 
taken for the amount alleged to be due in the petition. 
It was the duty of the defendant, if the amount sued for 
exceeded the actual amount of the debt, to answer the 
petition and set up such fact.—Supreme Court of Georgia, 
in Courier-Herald Pub. Co. v. Georgian Co., 128 South- 
eastern Reporter, 744. 
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The New WOLFF 
DURO Sink Faucet 
































Furnished with or without soap dish. 


Spout swings under the faucet body, completely out of 
the way. 


Soap dish is reversible, and can be removed without the 
use of tools. 


Faucet easily installed in horizontal position even though 
roughing-in is not in line. 
Soap dish can be added or omitted as desired. 














Note the adjustable feature illustrated above. The 
inlet shanks are eccentric, and can be adjusted anywhere 
from 73% to 85% inches between centers. 


O 


The serrated stem has 16 teeth, permitting the handle 
t> be adjusted to any position. Plain or ind2xed button 
handles can be furnished, if desired. 





+ 
The parts are interchangeable with those 
used in the entire DURO line. The cap can 
be replaced with bonnet and gland stuffing 
box, when required for severe service. Can 


be fitted with china or nickel plated escut- 
cheons, as preferred. 


Brass Catalog “‘J’’ Sent Upon Request. 


WOLFF MANUFACTURING 
CORPORATION 


2057 W. FULTON ST. 


Branches and Distributors in Principal Cities 


CHICAGO, ILL. 
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Questions and Answers 


A DOMESTIC HOT WATER PROBLEM 
Editor, ‘‘Domestic Engineering’’:—I would like to know 
which of the two illustrations given below is the most 
practicable? 


N, Js “Bill.” 





The installation shown in Fig. 2 should give better 
results than the one shown in Fig. 1. We would suggest 


GAS HEATER 





BOILER 
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WATERBACK| 
RANGE 








Fig. 1 


that you change the pipe to the position indicated by the 
dotted line. If piped as indicated in your sketch it would 
be necessary to heat all the water in the tank up to the 
inlet before any water could be drawn. When piped as 
shown by dotted line, it will be possible to draw hot water 
as soon as there is 5 or 6 inches of hot water in the 
tank. 

Fig. 1 is not recommended, as it necessitates the draw- 
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WATER BACK \\ Ir 
| RANGE I mit ae 
Fig. 2 


ing of all the water through the water-back when the 
gas heater is used. 

When the water-back is used, sediment will be deposited 
in the coils of the gas heater. 





A. L. Howard, Portland, Ore., is installing the plumb- 
ing systems in new buildings at 750-756 East Thirty-ninth 
street, North, for George Ross. 

A $125,000 apartment house to be built in Salem, Ore., 
is to have either steam or hot water heat and an electrical 
refrigeration system. J. C. Meyers, contractor, Western 
Bond & Mortgage Company building, Portland, is the 
owner and builder. There will be 44 two and three-room 
apartments. Mr. Meyers has just completed three apart- 
ment houses in Portland, and has three more under way. 
He will now turn his attention to a building program in 








Salem and Corvallis. 
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You too can cut your threading costs— 


getting lower labor charges and greater 
production by using a WILLIE WILLIAMS 





When you read the reports of other plumbers and steamfitters 
whose threading costs are 67% less 


Then you get an idea of how the WILLIE WILLIAMS 
will reduce your own labor charges: 


“We have used numerous makes of cutting 
and threading tools for the past 35 years. And 
we can state that from the standpoints of speed, 
labor-saving and service, the WILLIE WILLIAMS 
is superior to every other device. All others 
are now obsolete.’’—Garrity & Kleemann, 21 
Arlington Ave., S. S. Pittsburgh, Pa. 


The speed of this machine means, first of all, more profit on 
each job, because your 
labor cost on threading is 
so much lower. 


It also means that you 
can handle more contracts, 
because the WILLIE 
WILLIAMS spreads your men’s working time over many more pipe- 
threading operations. 


Less labor turnover: Your men are better satisfied when they don’t 
have the back-breaking drudgery of hand threading. The WILLIE 
is portable too. Take it anywhere on the job. 





And you get value— 
a quality machine at a quantity price 





For your own satisfaction compare the value, dollar for dollar, with 


Quick, easy work for one man— 
instead of hard, slow work for 2 
men. 
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| PORTABLE POWER 


any other piece of equipment ever offered for your work. 


Quantity production by an efficient, established plant is what makes 
possible the reasonable price on the WILLIE WILLIAMS Portable Power 
Pipe Machine. 


Sign and send the coupon for full details. 


FREE OFFER COUPON 
WILLIAMS | — me the Willie Williams booklet which will tell 
> ) oO *aSe orofits. 
TOOL me how to tncrease my fF 
CORPORATION |! “" 
E . P Addre 
7 - | City ; State 











PIPE MACHINE 
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Customer: “It sounds good, but 
how do you know it will do all the 
things you say?!” 


Plumber: “1 know because I’ve got 
a Humphrey in my own house and 
it’s just about the last thing my 
wife and I would be willing to part 
with.” 


Customer: ‘“You’re the doctor. I’ll 
take it. When can you put it in?” 


Which is the Best Salesman — 








Humphrey Stor- 
age System 
maintains a 
continuous 
supply 


Experience or Imagination? 


it comes to selling Humphreys to gai 


F you like a thing well enough to 

use it yourself, naturally you 
can recommend it more honestly 
and enthusiastically to your cus- 
tomers. 


You can get facts from your per- 
sonal experience that are many 
times more valuable in selling 
than theories that are put in your 
mouth by some glib salesman. 


Dealers who make the most money 
selling Humphrey Automatic Water 
Heaters are the fellows who have 
Humphreys at home. 


They and their families enjoy the 
splendid comfort and convenience of 


Humphrey service at a cost so low 
that they constantly wonder at it. 


And this very experience has a 
big dollar and cents value when 


Ignorance, 
ments fly away in the face of this 
actual experience. You have the 
facts—and they cannot be ques- 


Start using in your own home some 
of the worthwhile things you have Typed 
for sale. You can’t make a better dat water 
beginning than with a Humphrey flows 
Automatic—one of the wonderful 
blessings of the great days in 

which we are living. 





prejudice, misstate- 


The sooner you do it, the better. 
Why not right now? 


HUMPHREY COMPANY 
KALAMAZOO, MICH. 


(Div. Ruud Mfg. Co.) 


HUMPHREY | 





Automatic Gas Water Heaters 


October 2, 1926 
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Legal Questionnaire 
Answered by “The Judge” 


Right of Contractor to Payment for Changes Made in 
Original Contract Where No Specific Agreement 
Is Made Regarding Changes 


Editor ‘“‘Domestic Engineering’’:—I have a question of 
law that I would like to ask you. I put a septic tank in 
for one of my customers. I had a laborer that said he 
knew how to install one, and I wasn’t on the job. The 
laborer told me that he put in the necessary footage, as 
shown on the plans, for a field and I took his word for it. 
The people moved into the residence and in a month or so 
the sewer stopped up. So we dug it up and found that 
my man had installed only 30 feet of drain tile, whereas 
the plans called for 268 feet. So we bailed the water out. 
The architect, who was from Pittsburgh, came down and 
told me that we should have to install a leaching pool, 
which did not show on the plans and was not mentioned 
in the specifications. So I went and dug the leaching pool. 
The owner told me to make it two feet or so deeper, so that 
it would work well. 

Then the septic tank representative came down and 
suggested that we dynamite the ground, put tile on the 
edge and make a tile leaching pool. From the leaching 
pool I was to install the rest of the drain tile which my 
laborer had left out. So I did and we got the job done 
and I sent the customer a statement for materials and 
dynamite and labor for the leaching pool which was not 
in the contract and which was not mentioned in the speci- 
fications. The owner refused to pay my Dill of $103.80. 
The owner had another general contractor build the leach- 
ing pool and put a concrete top on same. The architect 
refuses to O. K. my statement and says that I must pay 
the charges of the general contractor. I finished my con- 
tract and put in the drain tile as shown and I claim 
that the leaching pool is an extra. Now he has another 
plumber putting in more tile so that I think I have good 
grounds to collect on this. I would like to know your 
cpinion and what I should do about it. 

Ohio. R. E. 


Answer:—The answer to your question depends more 
upon fact than law. It is the kind of situation which 
usually develops when a contractor, without specific agree- 
ment or understanding, goes ahead with changes in plans 
and specifications. You mention that an architect is in- 
volved in the case. As you make no mention of the 
facts, I shall have to assume, in my answer, that your 
agreement was a general one with the owner, and not 
the usual form of Standard Document which is frequently 
used where an architect is connected with the work. I 
make this qualification because, where the standard 
form of document is used, it contains a provision that 
extras cannot be claimed by a contractor without the 
order of the architect in writing and also that the ar- 
chitect’s decision as to the interpretation of plans and 
specifications shall control, provided he acts in good faith. 

You make no mention of non-payment of your bill for 
work done by you as provided in the plans and specifica- 
tions, so I shall not touch upon that phase of the situation. 

I shall: also have to assume that nothing said by you 
or agreed to by you, could be construed to mean that 


*Every effort is made to the end that these answers may 
be authoritative. However, we cannot assume any respon- 
sibility because of the very nature of the service, which is 
rendered without a personal interview.—Editor. 








DOMESTIC ENGINEERING 43 


Honeywell 
15-day ther- 
mostatequip- 
ped with de- 
pendable 
jeweled bal- 
ance move- 
ment clock 
and high 
&rade ther- 
mometer. 























Vital to Perfect 
Home Heating 


When a product has enjoyed the 
phenomenally increasing public favor 
that Honeywell has experienced, that 
product must be right and desirable 
beyond question. 


The fact is that Honeywell has proven 
so certain in its operation, so con- 
clusively dependable, that the majority 
of home-owners will no longer be with- 
out the convenience of automatic control. 


And Honeywell in service, is wresting 
from every type of heating installation 
such a rare measure of efficiency, safety 
and economy that men and women 
everywhere hdve come to think of 
Honeywell as vital to achieving perfect 
home heating. 


The leading manufacturers of heat- 
ing boilers recommend Honeywell 
exclusively. Of the important 
automatically controlled domestic 
oil burners listed as standard by 
Underwriters’ Laboratories, Inc., a 
majority is equipped with Honey- 
well controls. 


The Honeywell elec- 
tric regulator motor 
—an amaz ing 
achievment in utter 
simplicity. 


HONEYWEL 


Temperature Regulators 


The Honeywell Heating Specialties_Co. 
Wabash, Indiana 
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No. 480 
Extra Heavy 





—. 











“McR” No. 480 
A Better Built 
Stop and Waste 





















ees a Stop and WasteCock which 


will give complete satisfaction on 


~ 





your most important installation. 
Made extra heavy, from the highest 
grade of steam metal, it is guaranteed to 
stand up under all working conditions. 
The stuffing box positively prevents 
leakage around the stem, while the 
simple draining device will never get out 
of order. 


Your Jobber Has It— 
Ask Him! 














































ha McRae & Roberts Co® 


DETROIT, MICHIGAN 
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you guaranteed the results to be obtained by the plans 
and specifications. Generally speaking, if you followed 
the plans and specifications you would be entitled to your 
money. It is more difficult to state definitely just what 
your rights are to payment for the materials and labor 
necessary to construct the leaching pool. If, as you say, 
the plans and specifications made no provision for the 
leaching pool and other extra work which you performed 
and now ask $103.80 for, and if the work was ordered by 
the owner and architect under such circumstances and 
by word and act which would be construed by a reason- 
able man as the making of a new contract regarding that 
work, then, of course, you are entitled to payment for 
the extra work performed by you and the extra materials 
furnished by you. You would not be entitled to payment 
for the work and materials done and furnished by you 
to remedy the error made by your man in installing the 
necessary footage. 

On the whole, I am of opinion that you are entitled 
to payment for the work done by you, which was not in 
the plans and specifications. You should consult an at- 
torney and instruct him to bring suit if he is unable to 
affect a settlement of your claim. 

It is always well, where extra work enters into a con- 
tract, to have a definite understanding about payment for 
it, particularly in cases such as yours, where you or your 
organization makes a mistake. It is always more difficult 
to establish your rights in cases where you start off with 
an admission that you made a mistake and made no 
definite arrangement about changes which were ordered 
after you had performed faulty work. 





CLAIM NOT SUPPORTED BY EVIDENCE 


HE Supreme Court of Iowa says that a contractor for 
T the installation of plumbing and heating in a build- 
ing could not testify personally as to the extra work, but 
depended on his books of account therefor. His account 
book was kept by a bookkeeper who was equally ignorant 
of the actual time put in on this extra work. They both 
testified that the account in the book was made from re- 
ports to the bookkeeper by the individual laborers at the 
end of each week. There was no timekeeper on the job, 
and no individual laborer kept a time book; but the evi- 
dence showed they reported to the bookkeeper wholly 
from memory at the end of each week as to the amount of 
time put in by them. Very few of the laborers were wit- 
nesses for the contractor, and none of them testified to the 
actual extra time put in by them, and no one pretended to 
testify that the time reported by these laborers to the 
bookkeeper for extra work was correct. With this situa- 
tion, the court does not feel that the evidence offered by 
the contractor supported his claim.—205 Northwestern 


Reporter, 650. 





LECTURE DATES OF THE NATIONAL TRADE 
EXTENSION BUREAU 
The National Trade Extension Bureau, of Evansville, 
Ind., has announced these dates during October for its 


lecturers: 
W. G. Archer:-—October 1, Hartford, Conn.; 4, Meriden, 
Conn.; 5, Middletown, Conn.; 6, Milford, Conn.; 7, New 


London, Conn.; 8, Waterbury, Conn.; 11-13, Taunton, 
Mass.; 14, Fall River, Mass.; 15, Hyannis, Mass.; 18-22, 
Boston, Mass., and vicinity; 25, Newton, Mass.; 26, Lo- 
Well, Mass.; 28, Waltham, Mass. 

W. C. DeBold:--—October 1-5, Norfolk, Va.; 6-12, Rich- 
mond, Va., and vicinity; 14-18, Durham, N. C.; 19-20, 
Greensboro, N. C.; 21-25, Winston-Salem, N. C.; 27-30, 
Johnson City, Tenn. 
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Soil Pipe and 


Fittings 


Are mechanically correct 
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Bronze Globe 
Valve 


Jenkins 


just the same 


Do your customers know valves? 


Whether the answer be yes or no, 
the answer to the question of valves 
is—Jenkins just the same. 


The reasons are clear. On one hand, 
the customer who knows valves 
knows Jenkins standards, and gains 
a favorable impression of your work 
when he sees you have installed 
genuine Jenkins. 


On the other hand, those who do 
not know valves judge your work 
by performance alone. In thiscase, 


Fig. 106—Screwea YOU Can’t go wrong with genuine 
Jenkins Standard Jenkins Valves. 


JENKINS BROS. 


80 White Street.............. New York, N. Y. 
524 Atlantic Avenue. . ? . Boston, Mass. 
133 No. Seventh Street...... .. ’ Philadelphia, Pa, 
646 Washington Boulevard.. . Chicago, Ill. 
JENKINS BROS., ‘LIMITED 











Montreal, Canada London, England 


Always marked with the "Diamond” 


nkins \alves 


SINCE 1864 
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STILLSON* 


(like Walworth) 
is a trademark 
and registered by 
its owner, the 
Walworth Com- 
pany, in the U.S. 
Patent Office, 
in the _ several 
States and in 
foreign countries. 
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Teeth that you'll never 
have to tinker with 


The teeth of a STILLSON are 
milled into the tough forged steel 
of the jaw and bar to stay—and 
to keep biting. 


We have never found any way 
to get them off or out—for ex- 
perimental purposes—except to 
cut them down with a milling 
machine. When you buy a 
wrench make sure that it is one 
of Dan Stillson’s own, and you’ll 


WALWORTH COMPANY, Boston, Mass. 


have teeth that will last as long 


as the wrench itself. 


It’s not unusual for a Wal- 
worth STILLSON to stay on the 
job for forty years and still bite 
as hard and hold on as viciously 
as it did when it was new. 


Steel handled STILLSON 


wrenches are made up to 48 in- 
ches in length. 


Distributors in Principal Cities of the World 


Plants at Boston, Greensburg, Pa., Kewanee, Ill., and Attalla, Ala. Walworth International Co., New York, Foreign Representative 





WALWORTH 


STILLSON* 
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Industry Approves Recommendations for 
Standardization of Vitreous China 
Plumbing Fixtures 


(Continued from Page 26) 


Not over 5 in one pot- 
tery ‘square’; a total 
not over 25. 


Bubbles or specks. 


Method of Grading Low Tanks and Covers 

12. Low tanks are installed at a level where blemishes 
are more readily visible than on water closet bowls and 
although less likely to become soiled, are graded about as 
closely for appearance. Tanks and covers are graded 
separately on an equal basis for segregation of blemishes. 
The covers shall be limited to about % the total blemishes 
permitted for tanks. No blemishes on the inside surface 
are counted. Minor blemishes on the outside surface, 
hidden by the cover, are not counted. Examination 
should be made with the eyes of the observer about 2 feet 
from the surface observed. 

13. Low tanks are graded in accordance with the max- 
imum blemishes listed. See Table No. 2. 

14. Low tanks having more than the maximum grade 
limit permissible for ‘‘Regular Selection’ on any one 
blemish shall be classified as ‘“Culls.”’ 


Table 2 
Low Tanks 


Location Blemish or Defect Regular Selection 
Warpage. Not noticeably warped. 
General Dunts. None allowed. 
Dull or eggshell area. Not over 2 sq. in. 
Wavy finish. Not more than 4 sq. in. 
Exposed body. Not over % (0.125) inch. 
Visible Unglazed fire check. Not over % in. long. 





DOMESTIC ENGINEERING 47 
Surface Spots, blisters or pin No segregation; a total 
holes. of not over 10, 


Not over 5 in one pot- 
tery square; a total of 
not over 265. 

NOTE:—Covers showing more than 50% of the allowable 

number of blemishes listed for low tanks shall be classi- 

fied as ‘“‘Culls.” 


Bubbles or specks. 


Method of Grading Vitreous China Lavatories, Pedestals 
and Legs 

15. Since lavatories are installed at a level where. blem- 
ishes are more readily noticeable than on water closet 
bowls and tanks, they should be graded more closely than 
any other vitreous china fixture. 

16. Lavatories should be examined with the eyes of 
observer about two feet from the surface observed. 

17. The top of slab, front apron, inside of bowl, and 
face of back of lavatories with back, are most important. 
Sides should not be subjected to the same rigid inspec- 
tion. 

18. Warpage tests are made at factory by use of hori- 
zontal plane, this being a level table upon which lavatory 
is allowed to rest, face down, and tested with thickness 
gauges placed between lavatory and table. 

19. Pedestals and legs are graded the same as water 
closet bowls. 

20. Pedestals and legs are not to be warped out of 
perpendicular line more than % in. To be free from 
rough projections. 

No exposed body over % in. 

21. Vitreous china lavatories are graded in accordance 
with the maximum blemishes listed in Table 3; any vit- 
reous china lavatory having more than the maximum 
grading limit permissible for ‘“‘Regular Selection”? on any 
one blemish shall be classified as a ‘Cull.’ 
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TROUBLEPROOF ? 


wheel pits or excavations. 


Order From Your Jobber 


1260 Holden Avenue gre 
Detroit, Mich. 








Why is the PENBERTHY 


Because it is simple, automatic and sturdily 
constructed. The PENBERTHY will run on 
city water pressure as low as 10 or 15 pounds. 
A positive protection against flooded base- 
ments, or standing water in elevator, coal, fly 


PENBERTHY INJECTOR COMPANY ' 


Canadian Plant 


Windsor, Ontario 
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HINGS TO TELL YOUR CUSTOMERS ABOUT TRANEPUMPs 


Handle Condensation 
this Better Way! 





No Steam Return 
Traps Necessary 


A small Trane Condensation Pump returns 
water to the boiler unfailingly. It is not 
affected by boiler pressure. 


With a Trane Condensation Pump, pitting 
of boiler is unnecessary. Steam return traps 
are eliminated. Compactly built pump 
takes small space. The only attention re- 
quired is occasional oiling. 


On installations where condensation is be- 
ing run down the sewer, a Trane Condensa- 
tion Pump will repay its cost in a single 
heating season. There are Trane Pumps 
for every purpose—condensation, circulat- 
ing, booster, vacuum. Bring your pump and 
heating problems to Trane. Our engineers 
will study your requirements and make 
recommendations. 


Ask for Bulletin 20, con- 
taining full information. 


THE TRANE COMPANY, 204 cameron ave. LA CROSSE, WIS. 
THREE DOZEN BRANCHES IN U. S., CANADA, JAPAN AND CHINA 


MANUFACTURERS OF HEATING SPECIALTIES 
USING THE GENUINE TRANE BELLOWS, AND 


TRANE PUMPS 


CONDENSATION—CIRCULATING—BOOSTER—VACUUM 














Table 3—Vitreous China Lavatories 


Location Blemish or Defect Regular Selection 
Dunts None allowed. 
Crazing None allowed. 
On 24x20 in. lavatories and larger, 
General | warpage of slab out of horizontal 


Warpage / plane not to exceed % in. On 
! smaller than 24 in. lavatories, 
warpage of slab out of horizontal 
plane not to exceed \% in. 
The same deviation to apply on lavatories with back, when 
attached to wall. 


Dull or eggshell. One allowed; not over 
% in. 

Service Exposed body. Not allowed. 
space,top Unglazed fire check. None. 

of slab, Spots, blisters and pin No segregation; a total 
inside of holes. of not more than 8, 
bowl and Bubbles or specks. Not more than 3 in one 
front of square; a total of not 
apron, more than 8. 

Polishing mark. No segregtion; not more 
than 2 allowed. 

Dull or eggshell. One allowed; not over 
% in. 

Exposed body. None over % in.; not 
more than two. al- 
lowed. 

Large blisters. Not more than 2 on 


either side or back; a 


‘ace of 
ne 8 total of not more than 
integral 6 
back, ¢ 7 " \ 
—— Unglazed fire check. None allowed. 
, a Spots, blisters and pin No segregation; not 
holes, more than 5 on either 


side or back. A total 
of not more than 15. 

Rubbles or specks. Not more than 4 in one 
square; a total of not 
more than 12. 


Grading Rules for Other Vitreous China Plumbing Fixtures 
22. All vitreous china plumbing fixtures not specifically 
mentioned shall take the grading rules for closet bowls. 
23. The grading rules for and method of grading water 
closet bowls shall apply to slop sinks, other sinks and 
bidets. 
24. Lavatory rules shall apply to manicure tables, toilet 
tables and drinking fountains. 


General Practices 
25. Vitreous china plumbing fixtures shall be graded 
in accordance with the grading rules as given herein. 


Marking and Labeling 

26. All vitreous china plumbing fixtures shall bear the 
trademark or name of the actual manufacturer and the 
words ‘‘Made in U. S. A.,’’ applied in such manner as to be 
permanent and visible after installation. It is recom- 
mended that no name, brand, or label other than that of 
the actual manufacturer be used on the ware. 

27. “Regular Selection’’ labels shall be used only on 
such, ware as conforms to the requirements for Regular 
Selection, as set forth in the grading rules. No label shall 
be used on ware which grades lower than ‘Regular Selec- 
tion.’’ Labels shall be applied only at the factory. 

28. The following wording shall be used on labels for 
“Regular Selection’? ware: 

“This is a high-class and valuable piece of vitreous 
china and should be handled as such. This piece has 
been classified as ‘Regular Selection’ after a thorough 
inspection by competent and experienced men. The 
term ‘Regular Selection’ does not mean that this ar- 
ticle is without blemish. It is impossible to make 
vitreous china plumbing fixtures without flaws of 
some kind and these have not been overlooked in the 
grading of this article. 

“This piece has been graded in accordance with 
uniform grading rules adopted by the Sanitary Pot- 
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Getting 
the UMP 


On 
COMPETITION! 



















NS times out of ten you can spot the live, up-on- 

his-toes plumbing merchant in any town. He’s 
the fellow who makes his place look like a million 
dollars. His journeymen are boosters for him because 
he eases their labor with energy-saving tools. He’s a 
staunch believer in the money-earning value of modern 
labor-saving equipment. 


The new Red-E-Hall Pipe Threader scores a bullseye 
with modern plumbers for the reason that the Red-F- 
Hall points the certain road to more dollars of profit. 
This new improved threader has demonstrated its abilitv 
to cut time and labor costs 90%, compared with hand 
operated tools. Threads ("to 2" pipe. Ard asa 
power drive for hand stocks threads up to 8" without 
the bother of dismantling machines. Built-in 
portability achieved in a practical degree. Can be 
moved easily and quickly to any part of shop or job. 








A new folder tells the whole story of Red-E- 
Hall's amazing ability to cut costs and earn 
profits for you. Fill in coupon and mail today. 


HALL-WILL, INC. $38% tigen es ERIE, PA. 














Eight Value Features of the new 
Red-E-Hall 


1. Made of certified malle- 
able castings—for light- 
ness plus sturdystrength. 

2. Three speeds. 

3- Silent chain drive. 


4- Friction clutch insures 
easy starting and stop- 
























x 





PATENTS APPLIED FOR 


$ Completely equip- 

S ped with Standard 
f.o.b. Erie, Pa. Motor, 4 extra 
sets of Dies, Built-in Truck. 








ping. 
i §- Equipped with Timken 
# Roller Bearings. 
6. Portability. Red-E-Hall New, exclusive chuck enables 
Built-in Truck. the Red-E-Hall to cut 3?" nip- 
-E-Hall%” 02". : ; ; . . 

py eens pr lle ‘7+ Four extra sets of dies. Mareotthamnegecion adinciment. Jobbers have st on display. 
dismantling machine drives 8. Drives hand stocks up : i : d 
hand stocks up to and including8”. to 8!', Operate it yourself. 


© 1926 Hall-Will, Inc. 
HALL-WILL, Inc., : Erie, Pa. 
HW & l i Send me a copy of your illustrated booklet describing 
the new Red-E-Hall Pipe Threader. 


LS a eR 4 HA U L 







PORTABLE P PIPE THREADER bit 
‘WILL, INC. Erie, Pa. io cadh sini ancients 


© 1926 Hall-Will, Inc. 
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‘The heaviest standard tank fittings made’’ 


INDIANA 


If you have a reputation to build up | 
or to keep up, you won't want to en- : 
danger it by installing mediocre fittings : 
on a high class job. That is simply an 
invitation to trouble for all concerned. = 








INDIANA TANK ; 
FITTINGS, with | 
their built-in quality, 
are good fittings and are proper fin- 
ishings to a good job. To make sure 
of giving permanent satisfaction to 
your customers, install Indiana Fit- 
tings. You can depend upon them. 















THE —— BRASS CO. 


FRANKFORT INDIANA 


Largest exclusive manufacturers 
of tank fittings in the world 


No. 100 
Elevated 
Ball Cock 








Mention Domestic ENGINEERING when writing advertisers. 
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teries in conjunction with the United States Bureau 

of Standards of the Department of Commerce.” 

29. Culls shall be marked by the maker with two (2) 
parallel lines cut through the glaze into the body of the 
ware at the location recommended by the Manufacturers’ 
Advisory Committee on Vitreous China Plumbing Fixtures. 
These cuts shall be filled with a bright red varnish or 
enamel which is resistant to the action of hot water. 

30. All crates containing “CuHs” shall be marked with 
two splashes of red on one end of the crate so as to be 
visible without tearing down stacks. 

Dimensional Standards 

31. The standard size for spuds on closet bowls shall 
be as follows: 2 inches on bowls operated by tanks, 1% 
inches on all others. 

32. Soap dish depressions shall be used on all lavatories, 
to and including the 24 inch size, but not on larger sizes. 

33. Wherever soap dish depressions are used on slabs 
of lavatories, they shall be located on the left hand side 
as one faces the lavatory, and shall be approximately 314 
inches long, by 2%, inches wide, by % inch deep at the 
deepest point, and should drain into the bowls. 

34. Where not otherwise specified, a variation of 5 per 
cent from the dimensions indicated herein will be per- 
mitted. 

35. Underlined dimensions are identical for all sizes and 
types of similar items. 

36. The total thickness of lavatories at faucet or valve 
holes shall be not less than % inch, nor more than 14 
inches. 

37. The total thickness of lavatories at waste outlet 
shall not be less than 1% inches, or more than 1% inches. 

38. Supply pipes to floor for standard washdown com- 
binations are to be furnished 19 inches long. 

Standard Types and Sizes 

39. The following items are recommended as standard 
for the industry: 

Water Closet Bowls and Tanks 


STAPLE FLOOR OUTLET SYPHON JET CLOSET WITH 
SILENCING CHAMBER: 
Top Supply, Regular Bowl. 
Extended Top Supply, Regular Bowl. 
Top Supply, Extended Lip. 
Extended Top Supply, Extended Lip. 
STAPLE FLOOR OUTLET SYPHON JET CLOSET: 
Top Supply, Regular Bowl. (Regular Height.) 
Extended Top Supply, Regular Bowl. (Regular Height.) 
Top Supply, Extended Lip. (Regular Height.) 
Extended Top Supply, Extended Lip. (Regular Height.) 
Top Supply, Extended Lip. (Juvenile Height.) 
WALL HANGING SYPHON JET CLOSET: 
Top Supply, Extended Lip. 
Back Supply, Extended Lip. 
Side Supply, Extended Lip. 
STAPLE FLOOR OUTLET SYPHON JET WITH RAISED 
REAR VENT: 
Top Supply, Extended Lip. (Regular Height.) 
Top Supply, Extended Lip. (Juvenile Height.) 
WALL HANGING SYPHON JET CLOSET WITH RAISED 
REAR VENT. 
Top Supply, Extended Lip. 
Back Supply, Extended Lip. 
Side Supply, Extended Lip. 
STAPLE FLOOR OUTLET REVERSE TRAP CLOSET: 
Back Supply, Regular Bowl. (Regular Height.) 

Back Supply, Extended Lip. (Regular Height.) 
STAPLE FLOOR OUTLET REVERSE TRAP CLOSET, 
WITH JET: 

Back Supply, Regular Bowl. (Regular Height.) 
Back Supply, Extended Lip. (Regular Height.) 


= AMERICANPIPE TOOLCO. | 
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“AMERICAN” 


Waste Pipe Cleaners or Snakes 


go around the sharpest bends and go clear through. Their 
construction gives them just the right balance between 
flexibility and rigidity that does the work. Note the con- 
venient carrier furnished with each cleaner. 


“American” Pipe Tools are Quality Pipe Tools at correct 
prices. Write for catalog. 














AMERICAN 





“AMERICAN PIPE TOOL COMPANY 
Harrison St. and Kolmar Ave., Chicago, Illinois 




















Sectional view 
of Model No.2 
‘or Hot Water 
Heating Sys- 
tems 


Positive acting Relief Valves 
for Hot Water Heat- 
ing Systems 


America’s foremost testing laboratories have put the 
stamp of approval on “Red Tops’? and Red Tops only. 
Write to us for new booklet describing the Red Top 
Pressure System of Hot Water Heating. The most 


efficient, and the most economical system you can install. 


Ask your jobber for ‘“‘Red Tops”’. 


NEPTUNE METER COMPANY 


50 E, 42nd STREET 


NEW YORK CITY,N.Y. 
Branch Offices in Principal Cities 


Red Jop Relief Valves 
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Preferred Pipe 
for Office 


Buildings 
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O greater tribute to high quality and satisfactory 

service could be given than the frequency with 
which “NATIONAL” Pipe is specified by leading 
architects the country over. In practically every large 
city, the more important office buildings are served 
with “NATIONAL” Pipe in order to insure long life 
and dependable service. 


In these magnificent structures, involving millions of 
dollars and housing thousands of tenants, there is a 
great responsibility on the water, steam, gas and air 





lines, that service may be maintained at all times. 
There can be no compromise with uncertainty; the 
need here is for modern pipe to meet modern con- 
ditions—pipe that is made by processes which insure 
the utmost reliability. A cross section of the country’s 
finest office buildings will show a strong preference for 
“NATIONAL” Pipe—The Recognized Standard for 
Building Purposes, and made by the largest manu- 
facturer of wrought pipe in the world. Ask for 
“NATIONAL” Bulletin No. 25. 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 


District Sales Offices izn The Larger C Cities 


October 2, 1926 
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STAPLE FLOOR OUTLET SYPHON WASHDOWN, WITH- 
OUT EXTENDED LIP (WITHOUT JET) 

Back Supply, Regular Bowl, 12 inch Roughing. (Reg- 
ular Height.) 

Back Supply, Regular Bowl, 14 inch Roughing. (Reg- 
ular Height.) 

Back Supply, Regular, Integral Seat, 12 inch Roughing. 
(Regular Height.) 

Back Supply, Regular, Integral Seat, 14 inch Roughing. 
(Regular Height.) 
STAPLE FLOOR OUTLET SYPHON WASHDOWN: 

(WITH JET) 
3ack Supply, Regular Bowl. (Regular Height.) 
WALL HANGING BLOWOUT CLOSET: 

Back Supply, Extended Lip. 

Side Supply, Extended Lip. 

Back Supply, Extended Lip, Integral Seat. 

Side Supply, Extended Lip, Integral Seat. 
WALL HANGING BLOWOUT CLOSET WITH RAISED 

REAR VENT: 

Back Supply, Extended Lip. 

Side Supply, Extended Lip. 
LOW-DOWN TANK WITH UPPER LEFT-HAND LEVER: 

Small (Approximately 6-gal. Capacity). 

Large (Approximately 8 gal. Capacity). 
HIGH-UP TANKS, WITH CENTER OUTLET AND OVER 

TOP SUPPLY. WHERE USED, LEVER SHALL 
BE ON LEFT SIDE . 

Small (Approximately 3 gal. Capacity). 

Large (Approximately 6 gal. Capacity). 

40. Eliminate all side supply water closet bowls of the 
floor type. 

Lavatories 

41. It is recommended that all lavatories be made with 
an overflow; that standardized supply and waste punch- 
ings be limited, (a) for two lavatory faucets and pop-up 
waste or chain-stay; or combination fitting; (b) for com- 
bination fitting for integral nozzle dnd pop-up waste. 


STRAIGHT FRONT LAVATORY 

18x20” with back. 

18x 20” without back. 

20x24” with back. 

20x 24” without back. 

22x27” without back. 

24x30” without back. 

ROUND FRONT LAVATORY: 

18x20” with back. 

18x 20” without back. 

ROUND FRONT CORNER LAVATORY: 
164%” x16%” with back. 
Attendance 


The following were in attendance, representing con- 
cerns or associations as indicated: 


Luther Becker, Chief, Iron-Steel-Hardware Div., Bur. For. 


& Domestic Commerce, Department of Commerce. 

W. J. J. Bowman, Trenton Fire Clay and Porcelain Co. 
Trenton, N. J. 

Wm. G. Brewton, Plumbers’ Trade Journal, New York, N. Y. 

W. B. Bryar, Central Supply Association, Pittsburgh, Pa. 

Arthur J. Burgner, Resolute Pottery Co., Trenton, N. J. 

Benjamin Cadbury, Haines, Jones and Cadbury Co., Phila- 
delphia, Pa.; National Ass’n. of Brass Manufacturers, Eastern 
Supply Association. 

Edward W. Case, W. A. Case & Son Mfg. Co., Buffalo, N. Y. 

Willard C. Chamberlin, Standard Sanitary Mfg. Co., Pitts- 
burgh, Pa, 

Frederic W. Donahoe, Statistician, 2201 Oliver Bldg., Pitts- 
burgh, Pa. 

J. M. Donahue, C. F, Church Mfg. Co. 

George H. Drake, National Association of Master Plumbers, 
Buffalo, N. Y. 

Aug. V. Eidman, National Trade Extension Bureau, Evans- 
Ville, Ind. 


(Continued on Page 56) 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets—Flush Valves—Urinals— 
Drinking Fountains— Self-Closing Basin Cocks—Liq- 
uid Soap Fixtures, etc. 


Manufactured and Sold Exclusively by 
THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 
New York Office, Room 514, 51 E. 42nd St. 

















O-B Brass Valves 


are made in the following styles: 


Flextite Dise Gate Valves 
125 Ib. Standard, Non Rising Flexite Disc, Gate, No. 50 
Stem, No. 20 Steam, No. 30 
1265 Ib. Standard Rising Stem, Hot Water, No. 40 
o. 21 Packless Graduated, No. 35 
100 Ib. Light Standard, No. 25 Union Elbows, No. 45 


Radiator Valves 





Disc Disc 
Pc ccccececcaccccces geeeeses No. 10 
BOG Me. Deena. 2. ccccdcccccccccs No. 1 No. 15 
100 Ib. Light Standard. ee ee 
COMPOUND oo cc ccc ccccccccccccccce a =>). sxe e000 
Lock and Shield..............6++0+. No. 5 No. 5 


Flextite Disc 
Gate Valve 


OHIO BRASS COMPANY 
Mansfield, Ohio 


Ohio Br. 

















PORCELAIN INSULATORS “LING MATERIALS BALL BONUS CAR BQUIPMANT “MINING MAIRAIALS VALVES 











KEWANEE 


Steel Boilers 


Their unusual ‘‘Service”’ records 
prove that for durability they 
are unmatched. 


KEWANEE BSILER COMPANY 


Kewanee, Illinois 
Branches in Most Leading Cities 
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TRADE MARK REC 


WATER-HEATER 


KEROSENE HEATERS — 
WICK BURNER TYPE 
Quadruple coils of copper and the 
patented Kerogas Burner (Hot- 
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stream is the only Water Heater 

licen:ed to use it) insure the 

greatest efficiency. 

Lights instantly at the touch of a match 

—is noiseless, sootless and extremely 
economical. 

Made in 3 sizes — write for complete information. 


THE HOTSTREAM HEATER COMPANY 
9502 Richmond Rd, “Makers of Heaters that Heat” Cleveland, Ohio 
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OOD WAY -—to 


Gas Burning Coal Burning 
Arco Tank Arco Tank 





ADVERTISED PRICES— 
Gas Burning, $66 and up Coal Burning, $84 and up 
20 to 45 gals. capacity 30 to 100 gals. capacity 











Mention Domestic ENGINFERING when writing advertisers, 
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make MORE MONEY 


Hundreds of merchants are cashing in 
on this new plan 


October 2, 1926 





HINK of putting more money 
into the bank every month— 
without increasing your overhead. 


Youcan dojust that, for hundreds 
of merchants have proved that the 
Arco sales building plan for Arco 
Tanks actually produces sales. 


This plan is ready to go to work 
for you. We shall be pleased to send 


to your prospects convincing, at- 


tractive letters, broadsides, and 
folders, all of which feature your 
shop as headquarters for Arco 
Tanks. 

Do you want your share of the 
extra profits that heating contrac- 


tors are getting by selling Arco 
Tanks? 


If you do, just fill out the coupon 
below. 


You can use it too! 


This free service is ready for all heating contractors. To get 


it, all you have to do are these three simple things: 


1. Send us a list of prospects you want us to circularize, 
featuring your name. The Arco salesman will help you 


with your list. 


2. Install an Arco Tank window display. Our salesman will 


see that you receive one on request. 


3. Enclose in all your mail the attractive leaflets, imprinted 
with your name, that we shall also send you. 


AMERICAN RADIATOR COMPANY 











Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelohia, 

Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, 

Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 
Makers of IDEAL BOILERS and AMERICAN RADIATORS and oiher products 


for heating, ventilating and refrigeration 


























Direct Mail Advertising Dept. 101 
1807 Elmwood Ave., Buffalo, N. Y. 


your new Sales Building Plan for Vecto. 
Name 
Address— 


a —State 


Mention Domestic ENGINEERING when writing advertisers, 


GENTLEMEN: Please send me complete information on 
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Phil J. Faherty, Lambertville Pottery Co., Lambertville, 
N. J. 

S. J. Fairchild, Bureau of Standards, Department of Com- 
merce, Washington, D. C. 

Cc. W. Fell, W. A. Case & Son, Mfg. Co., Buffalo, N. Y. 

A. G. Follette, Philadelphia, Pa., representing W. L. Hunk- 
er, Chairman, Purchases and Stores Div. Ameriean Railway 
Association. 

Cc. T. Ford, Mueller Company, Decatur, IIll., also Mueller 
Lrass Co., Port Huron, Mich. 

Jos. G. Gastler, J. Amission & Sons Pottery Co., Bristol, Pa. 

L. W. Grout, Bridgeport Brass Co., Bridgeport, Conn. 

R. F. Geller, U. S. Bureau of Standards. 

E. C. Groner, Sloan Valve Co., Chicago, Ill. 

W. C. Hanson, E. G. Shafer Co., Washington, D. C., also 
National Pipe and Supplies Association. 


T. H. Harker, Chicago Pottery Co., Chicago, Ill. 

Jos. P. Harper, Sloan Valve Company, Chicago, Ill. 

A. S. Healey, Healey Pottery Co., Trenton, N. J. 

Geo. E. Hoffman, The Trenton Potteries Co., Trenton, N. J. 

L. W. Jarrett, Never Split Seat Co., New York, N. Y. 

F. A. Jones, Abingdon Sanitary Mfg. Co., Abingdon, IIl. 

G. C. Kalbfleisch, Standard Sanitary Mfg. Co., Tiffin, Ohio. 

LeRoy E. Kern, American Institute of Architects, 19 W. 
44th St., New York, N. Y. 

c. J. Kirk, Universal Sanitary Mfg. Co., New Castle, Pa. 

A. M. Maddock, Thos. Maddock’s Sons Co., Trenton, N. J. 

H. S. Maddock, Thos Maddock’s Sons Co., Trenton, N. J. 

Harold J. Marsh, J. L. Mott Company, Trenton, N. J. 

W. K. McAfee, Cambridge Sanitary Mfg. Co., Cambridge, O., 
also American Society of Sanitary Engineering. 

C. A. Miller, Kalamazoo Sanitary Mfg. Co., Kalamazoo, Mich. 

Clyde H. Miller, Pierce, Butler and Pierce Mfg. Corp., 41 
East 42nd St., New York City. 

John A. Moore, Sanitary Earthenware Spec. Co., Trenton, 
N. J. 

W. H. Oleson, Associate Editor, ‘“‘Domestic Engineering,” 
1900 Prairie Ave., Chicago. 

Claude W. Owen, E. G. Shafer and Co., Washington, D. C., 
also Eastern Supply Association. 

Robert J. Potbury, Bur. Yards and Docks, Navy Depart- 
ment, Washington, D. C. 


October 2, 1926 


Arthur J. Podmore, Camden Pottery Co., Camden, N. J. 

W. K. Ray, Iron-Steel-Hardware Div. Bur. Foreign & Do- 
mestic Commerce, Dept. of Commerce, Washington, D. C. 

Geo. E. Rhodes, Kokomo Sanitary Pottery Co., Kokomo, 
Ind. 

R. T. Rock, National Ass’n. of Master Plumbers, Bridgeport, 
Conn. 

Harry Schnabel, Earl Judd Corp. 

W. J. Spillane, James B. Clow & Sons, Chicago, Ill. 

James M. Stewart, Q. M. G. O., 1015 9th St., N. E., Washing- 
ton, D. C. 

W. A. Taylor, Mohican Pottery Co., Philadelphia, Pa. 

B. O. Tilden, B. O. T. Mfg. Co., Trenton, N. J. 

Oscar B. Van Fleet, Van Pottery Co., Trenton, N. J. 

Geo. M. Warren, Bur. Public Roads, Dep’t. of Agriculture, 
Washington, D. C. 

R. A. Witherell, secretary C. F. Church Mfg. Co., Holyoke, 
Mass. 

J. E. Wright, Wheeling Sanitary Mfg. Co., Wheeling, 
W. Va. 

W. E. Braithwaite and H. R. Colwell, Division of Simplified 
Practice. 





Hurley & Leichnitz, Yakima, Wash., have been awarded 
the plumbing and heating contracts on the new grade 
school building in that city, with a bid of $5,879. The 
heating and ventilating units will be of the latest steam 
vapor vacuum and gravity types, with fireproof boiler 
room, according to J. R. Gibson, who has the general 
contract. 

H. L. Phillips, of Portland, Ore., has announced that 
he will co-operate with business interests in Baker, Ore., 
for the erection of a $300,000 hotel. DeYoung & Roald, 
architects, Spalding building, Portland, are working on 
plans. The proposed structure will contain 125 rooms, 
20 with showers, 20 without baths and 85 with baths. It 
will be modern throughout and will be featured as one of 
the finest hotels between Portland and Salt Lake City. 














See our Display at the 





441 Lexington Ave., New York City 


Do you know the COLUMBIA Line? 


We invite particular attention to the design and measurement of our fixtures, 
the beauty and harmony of which should appeal to the most critical. 


_ Columbia enamel is applied for service and durability, as well as for beauty 
| and lustre. You will find on inspection that the Columbia line is outstanding 
in the field. Space limitations prevent our telling you the whole Columbia 
story; but we have an illustrated booklet that tells what you want to know. 
Your copy is waiting. A Postal brings it. 


HOME BUILDERS’ EXHIBIT 









MANUFACTURING C2. 
Louisvitte, Ky. 
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MARKETS 


BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


Experiences and opinions of men representative of all 
three branches of the industry are such that little else 
but a good, substantial satisfactory business activity can 
be reported for the Chicago district. The season is, of old, 
the big one for the heating men and manufacturers’ plants 
are working full and shipping steadily in even larger 
volume than a year ago, according to some reports. 
Wholesalers of heating supplies are enjoying a fast and 
large turnover of such materials, and heating contrac- 
tors, even though individual experiences vary, are gen- 
erally agreed that the total business in hand and in sight 
represents a big market for such services as they sell. 
Master plumbers report full employment of all available 
journeymen and work for more. Chicago’s building 
program is well sustained and men who look ahead say 
that civic projects, such as the planned world’s fair in 
1933, waterway developments, expansion of the “city 
beautiful’ idea and a host of others are bound to stimulate 
activity of a general business nature and therefore of a 
plumbing and heating nature far into the future. 


While it is true that this is the period for quick com- 
pletion of earlier started projects, with the result that 
considerable work is daily being filed away as closed, 
plumbing and heating are well supported by general busi- 
ness conditions and any seasonal volume fluctuations do 
not alter the fundamental fact that the business trend is 
a healthy one. Sales and shipments are well spread 
out over a twelve-month period, more so than ever before 
in the last two years since the hand to mouth policy of 
buying has become so prevalent. Such a policy has been 
with us long enough so that everyone has had the chance 
to study it in all its aspects, make shift to meet it and 


to accept it as a steadying, wholesome method of doing 
business, when not too greatly abused, 

The condition of plumbing and heating business today, 
therefore, seems to be that there is a substantial amount 
of work going forward and still in sight, that manufac- 
turers are well prepared, with flexible production facili- 
ties and adequate, speedy transportation, to take care 
nicely of demand and that markets generally are steady— 
that of the wholesalers more so than in several recent 
years. There is a non-speculative tendency among busi- 
ness men to take care of their actual needs in their buy- 
ing from which, economists assert, it is impossible to 
have a radical reaction. Money is plentiful for deserved 
projects. Profit margins are close and costs of doing 
business said to be too high, but the trend of the times 
is to work on quick turnover and to make every effort 
to cut costs. 


Soil Pipe 

Buying continues on an actual needs basis. Those needs 
total a good tonnage and are pressing, judging from the 
number of telegraphic requests that soil pipe offices are 
getting for rush shipments. Consumption requirements 
are being handled satisfactorily, however, and conditions 
are described as healthy. Production, on a curtailed 
basis, is well adjusted to demand. The market is firm and 
unchanged. 


Steel Pipe 

No complaints are included in reports of pipe mills’ 
representatives, for business in this commodity is well 
sustained and aggregates a good tonnage. Needs are 
being well taken care of by frequent releases that keep 
distributors’ stocks at adequate working levels and, while 
some mills report that their deliveries can not be made 
promptly, the general condition of supply indicates that 





URING the last week the two range boiler manu- 
facturers whose sheet prices were at the lowest 
prevailing level announced a 5 per cent advance on 
the welded type. The same size increase on the riv- 
eted type was also made by one of the makers. The 
new sheets, however, are still approximately 12% 
per cent under the May sheet which most other manu- 
facturers never withdrew. No other changes in prices 
were announced in the last few days and the market 
as a whole is firm. Northern California jobbers re- 
duced out of stock prices on steel pipe 10 per cent, 
but this change was reported as due to local conditions 
and did not take place in other Coast jobbing centers. 
Jobbers are, as a rule, maintaining steady markets. 





RANGE BOILER MARKET TURNS UPWARD 





Business in all sections is proceeding at an active 
rate. The heating business continues to swell and fin- 
ishing work in plumbing is still in good volume, even 
though a number of jobs are daily being completed. 
A nice amount of new work is being figured and 
started and, generally speaking, plumbing and heating 
are well supported by a sustained building program. 
Buying is definitely of the hand to mouth type, but 
this policy of buyers to confine their purchases to ac- 
tual, near-by needs is not affecting the total distribu- 
tion volume in comparison to former years at this 
time. Manufacturers, as a whole, are taking care 
nicely of these quick demands for material and the 
general business trend is described as healthy. 












ee a a a ee —- 












































en are 

















BR ye tenn emer OY 


ST pectnes 








58 DOMESTIC ENGINEERING October 2, 1926 


1885 



















































































Beauty in [996 is something very 
different from beauty back in 1685 


ACK in 1885 the taste of the times inspired United 

designers to the making of faucets whose appear- 
ance moves us today more to mirth than to admira- 
tion. 


For 1926 prefers a simple naturalness in the beauty 
of its plumbing fixtures. 


But the beauty of faultless service that distinguishes 
United faucets does not change. Modern methods 
and materials have simply added to it. The unique 
satisfaction it gives to Wholesalers, Plumbers and 
users dates uninterruptedly back for many years. 


That we now offer the trade the most complete line 
of brass plumbing goods on the market makes the 
line still more satisfactory. 


United Top Handle Bath UNITED - OBERNDORF 
Faucet No. 770. 

Shown above is United 

Bath Faucet No. 761. n A | N 


3844-3862 Hamilton Avenue Cleveland, Ohio 
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no embarrassing delays are caused by shortages. Mill 
prices are firm and unchanged, the last change that was 
made being early in 1923. Jobbers’ prices, too, are 
steady and unchanged. 
Wrought Iron Pipe 

Wrought iron pipe business is described as very good, 
one company reporting that August tonnage was at record 
heights and that September orders are maintaining the 
same satisfactory conditions. The nature of demand is 
a consistent, steady ordering of actual needs. Deliveries, 
as a rule, are being made as needed. Prices are firm and 
unchanged and have been at the current level for three 
and one-half years. 

Enameled Ware 

Jobbers’ requirements are in good volume and, as has 
been the case throughout the year, they are being nicely 
taken care of by frequent orders of a size corresponding 
to actual needs of the trade. Factory stocks are in good 
shape for prompt handling of most orders for staple 
patterns, although demand is keeping factories constantly 
busy without adding noticeably to the stocks on hand. 
Prices are firm and unchanged. With the exception of 
changes in quantity rebates, the enameled ware market 
has been steady and at the one level since 1923. 

Pottery 

August shipments of vitreous china plumbing fixtures, 
as reported by manufacturers to the Department of Com- 
merce, were 315,922 pieces as compared with 319,156 
pieces in July and 341,983 in August, 1925. The number 
of pieces ordered, however, amounted to 430,169, the 
largest number for any month in the last fourteen. This 
can no doubt be interpreted by the fact that the advance 
in prices, made in August, was preceded by large order- 
ing in time to get in at the lower prices. As reported in 
the last few weeks, therefore, new ordering has been 
light, wholesalers having either in stock or on order 
sufficient staple ware to take care of their current and 
near-by requirements. At the same time shipments have 
held up well in comparison to previous months, represent- 
ing releases by jobbers as the fixtures are needed. Stocks 
on hand at potteries, according to reports, are sufficient 
for almost 60 days’ requirements. Prices were unchanged 
during the week. 

; Range Boilers 

During the last week, the lowest prevailing sheet prices 
on welded range boilers, which were in effect by two manu- 
facturers, were advanced 5 per cent. The sheet of only 
one manufacturer was in the hands of Chicago jobbers 
at the time of going to press. A similar advance was 
made on riveted boilers by one manufacturer. This still 
makes prices on both types approximately 12% per cent 
under the May sheet, which most makers never withdrew, 
and still leaves range boiler manufacturers on various 
market levels as far as sheet prices are concerned. De- 
mand is not strong for this product, the volume moving for 
actual requirements being fair. 

Plumbers’. Brass Goods 

Demand for plumbers’ brass goods is well sustained, 
many jobbers placing orders for 30, 60 and 90 day re- 
quirements and releasing goods as needed and many 
others ordering for quick shipment just enough to keep 
their stocks at working levels. Prompt deliveries are 
possible, Prices have not changed. 

Boilers and Radiators 

Heating business proceeds at a rapid rate, manufac- 
turers of boilers and radiators running full to take care 
of releases against orders placed earlier and of new orders 
coming in steadily for quick shipment. As a general rule, 
this active demand is being well taken care of by satisfac- 
tory delivery service. Prices have not changed since 
the recent advance, 
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NEW YORK 


Optimism is prevalent in the attitudes of practically all 
representatives of producers in the industry throughout 
the Metropolitan district despite the continued conserva- 
tive buying stand taken by the majority of wholesalers of 
plumbing and heating materials. Building operations in 
several of the boroughs of New York City aléne, while in 
many instances less in number than at previous periods, 
are more vast in proportions, and as a consequence have 
been responsible for a large, steady consumption. Another 
factor is that operations have as yet not fallen off so 
greatly as they usually do at this season of the year. It is 
reported, however, that collections are rather slow, a fact 
which has an effect on buying. 

Prices generally continued their firm trend for the 
week. A high light was the announced advance of five 
per cent on range boilers by two makers, 


Soil Pipe 

Orders reaching most manufacturers can be filled in a 
satisfactory length of time provided the specifications call 
for an ordinary run of soil pipe and fittings, but in in- 
stances where “specials” are included, deliveries are some- 
what extended. The majority of orders include specials, 
due frequently to the generally low stocks of wholesalers. 
The slight lull reported last week continues noticeable. 
Prices are reported firm and unchanged. 

Steel Pipe 

With some exceptions buying is confined to immediate 
needs to keep wholesalers’ stocks at comparatively low 
levels, However, some commitments for future delivery 
are recorded. Mill stocks are fairly substantial, making 
possible satisfactory deliveries. Prices are firm and un- 
changed. 

Wrought Iron Pipe 

Consumption seems to have abated slightly during the 
past week, according to the report of one maker, while 
on the other hand another mill reports buying by distribu- 
tors well sustained. Another mill representative states 
that a slight increase was shown over last week. Stocks 
of wholesalers seem to be fairly well maintained but as a 
rule are not heavy. Deliveries are in most every instance 
made satisfactorily. Prices are firm and have not changed. 

Enameled Ware 

Most wholesalers continue to enjoy seasonal turnovers 
of enameled ware. This necessitates considerable activity 
at the warehouses of makers. Stocks in the hands of 
jobbers as a whole are in fairly good shape; those of 
manufacturers are such that prompt delivery service is 
maintained as a rule. Prices have not changed and re- 
main firm. 

Pottery 

Wholesalers’ stocks in comparatively few instances 
could be classified as being good, consequently ordering 
by plumbing contractors for pottery to be installed in 
cperations nearing completion is to some extent reflected 
in the demand made upon makers. The latter are, as a 
rule, in a position to furnish staples promptly. No change 
in prices has been announced. 


Plumbers’ Brass Goods 

Considerable activity exists in both fourth quarter and 
immediate shipment buying. This is applicable to both 
cast and tubular brass goods. Prices on both commodi- 
ties show greater stability than at any time during the 
past several weeks. Stocks in a large portion of the 
jobbing houses in this territory, while not heavy, are 
maintained at a fairly good working level. Factory 
stocks insure deliveries that in general cause little or no 


complaint. 
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REPAIRS LEAKS IN 


HIGH & LOW PRESSURE 
BOILERS AND HOT WATER 
HEATING SYSTEMS 
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OU don’t need a flashlight to find the leaks 
—"X’’ Liquid will find them for you and 
seal them permanently. 





Now is the time of year to telephone or write to 
all of your customers telling them that the heating 


plant must be looked over. Don’t let them wait 
until freezing weather—a Winter shut-down is not § 
| only inconvenient but dangerous. 








Steam and hot-water heating systems—high or 
low pressure boilers—they’re all the same to “X”’ 
Liquid. Both new and old installations can be F 
J made permanently leak-tight without the neces- 
sity of costly shut-downs and expensive repairs. 


Get on the telephone to-day or write to your cus- 


tomers. There’s business and profit waiting 
for you. 









































PAIRS LEAKS IN STEAM AND HOT WATER HEATING SYSTEMS 
D AUT O RADIATORS, CRACKED CYLINDERS, WATER JACKETS 


ae x ee ee a ae 


a 
ea — Lae 









a ae a 


oe rem re 


Ar <a terntpeenien eset eee erie eel aan rere ES 


tte nna gg: perenne gta ater etna ener 





62 DOMESTIC ENGINEERING 


Range Boilers 
Generally, wholesalers’ range boiler stocks are not 
heavy, and, as a rule, a buying-as-needed policy has been 
pursued, keeping stocks only at a safe working level. Most 
manufacturers’ stocks are abundant, permitting the mak- 
ing of prompt deliveries. Two manufacturers whose sheets 
quoted the low level prices have advanced their welded 
type 30 and 40 gallon sizes 5 per cent. 
Boilers and Radiators 
Demand for boilers and radiators continues to swell. 
Manufacturers are working to maintain delivery service 
that is satisfactory to buyers. In this most makers thus 
far have been successful, Generally, wholesalers are in a 
position to care for the requirements of their trade 
promptly. There has been no further announcement of 
price change. 


PHILADELPHIA 


Two days during the period covered by this report were 
virtually lost by both manufacturers and wholesalers, and 
to a certain extent by the trade because of the champion- 
ship fight held in Philadelphia during the week. This rea- 
son is quite seriously advanced by many observers in the 
trade as the reason for a slight falling off in the amount 
of business done during the period. 

That the lull is only to be of a temporary nature seems 
evident, however, according to many wholesalers. Sev- 
eral report that there is now more figuring being done 
than at any time within the last few weeks, and it is 
natural to suppose that a fair percentage of this estimating 
will result in business placed within a reasonable period. 

The general price structure remains sound, the biggest 
price change of the week being a 5 per cent increase 
on welded range boilers by the two interests who had 
the lowest sheets out. Wholesale prices remain fairly firm. 


Soil Pipe 
Manufacturers of soil pipe are now looking forward 
to the business expected to result from the figuring being 
done, as the anticipated increase in orders the middle of 
September did not materialize. The demand for pipe to 
take care of current requirements accounts for a fair ton- 
nage, however. Prices generally have not changed. De- 
liveries are being made promptly. 
Steel Pipe 
The activity noted in the heating trades is now account- 
ing for a large share of the steel pipe being shipped, de- 
mand from the strictly plumbing wholesalers having fallen 
off somewhat. Mills continue to report good business 
over the country. Shipments are prompt. 
Wrought Iron Pipe 
Seasonal demand characterizes this product, with ton- 
nage on filling in orders still constituting the greater por- 
tion of that shipped into this territory. Wholesalers are 
maintaining prices fairly well, and mill prices are firm 
and unchanged. The slight delay in deliveries reported is 
not due to the business being booked in Philadelphia. 
Enameled Ware 
The ratio between direct factory shipments and ware- 
house deliveries is still more in favor of the warehouse 
than it has been in previous years, with large manufactur- 
ers finding an appreciable part of their sales coming from 
warehouse pickups. As is usually the case, September’s 
total shipments will probably be less than the volume dur- 
ing August. No change in prices has been made. 
Pottery 
Varying reports are received from manufacturers’ repre- 


sentatives, ranging from “fair” demand to ‘“‘very good.” 
Large potteries are finding that orders received will bal- 
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ance shipments practically every week, but Philadelphia’s 
share of this is hardly in proportion to the size of the 
market. High grade ware continues to sell well, with a 
fair movement of staples. Prices have not changed. De- 
liveries of staples are being made promptly. 
Plumbers’ Brass Goods 

The week has seen little change in the brass goods 
situation, with a “normal-for-the-season’’ amount of busi- 
ness being done by both manufacturers and wholesalers. 
Prices of neither tubular nor cast brass have been 
changed. Deliveries of most items of both types can be 
made promptly enough to allow wholesalers to work with 
minimum stocks, 

Range Boilers 

Effective September 23, the two manufacturers who 
have had the lowest sheets increased prices on welded 
boilers 5 per cent. Demand is still reported as sluggish. 
Deliveries are prompt. 

Boilers and Radiators 

Business continues to be excellent, with a good propor- 
tion of the heating contractors in position to take an 
appreciable amount of both boilers and radiation from 
jobbers’ stocks. Wholesalers are buying freely, but are 
still little disposed toward placing orders for requirements 
beyond the near future. 


NEW ENGLAND 


Business has continued on an even keel during the past 
week. Prices are as a whole steady and unchanged, ex- 
cept in the case of galvanized range boilers in which com- 
modity one of the manufacturers of welded boilers has 
advanced his prices about 5 per cent. There is still good 
activity in the plumbing and heating industry in this 
section for with the completing of many large projects, a 
great deal of finishing material is being demanded. While 
not many new buildings are starting at present, there is 
a lot of figuring and indications point to a continuance 
of good business, although in slightly reduced volume, for 
the balance of the year. Small construction, such as 
residential and apartment houses, is still going along at 
a brisk rate and the needs for these projects keep job- 
bers’ trucks constantly on the run. 

Manufacturers are still called upon by jobbers to carry 
the stocks and that they have become reconciled to this 
method of doing business is indicated by the fact that 
their stocks are built to such a point that practically im- 
mediate service is being rendered. Heating contractors 
are very busy and both jobber and manufacturer of heat- 
ing equipment are kept busy in handling business being 
placed and in getting the goods on to the job in time for 
needs. 

With a firm price market and with both manufacturer 
and jobber generally refusing to do business at other than 
quoted prices, there appears to be confidence once more in 
the business world and this confidence is reflected in the 
steady volume of business being placed. Speculative buy- 
ing appears to be a thing of the past as both jobber and 
his customer seem to have reached the conclusion that 
buying for actual needs ties up less capital and enables 
business to run along more smoothly than in times past. 
The only complaint is that money still appears to be hard 
to collect. 


Soil Pipe 
Prices are steady and unchanged. There is a steady 
movement made up mainly of small lots, yet the total ton- 
nage moved compares favorably with that of previous 
years. Jobbers’ orders are confined mainly to less car 
load lots or small assorted car loads, the tendency being 
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to keep their stocks at low safety levels. The reports 
from foundries indicate that, although production is still 
on a curtailed basis, enough material is on hand to take 
care of all demand with promptness. 
Steel Pipe 

Prices are steady and without a change. There is still 
an active demand for this commodity and jobbers, while 
continuing to hold stocks at low levels, are constantly 
sending in rush orders to the mills. Mills are rendering 
prompt service indicating ample stocks on hand, and pro- 
duction is still at capacity that this service may be con- 
tinued. 

Wrought Iron Pipe 

Prices are steady and unchanged. Production at the 
mills is at practically full capacity in order to keep abreast 
of demand. Jobbers are holding stocks at low but safe 
levels and their releases to mills consist of small lots. 
All needs are being taken care of as soon as indicated. 

Enameled Ware 

No change in price. Jobbers, while operating with 
stocks at minimum safety levels, are still releasing a 
heavy volume. There is a good demand as the many con- 
tracts underway reach the finishing stage. Manufacturers 
are producing at high speed and are carrying the stocks 
for the jobber, giving prompt and satisfactory service. 


Pottery 

Prices appear to have steadied and are at present firm 
and without change. Jobbers are confining purchases in 
this as well as other commodities to near by needs and 
little speculative buying is heard of. Many of the job- 
bers are said to have bought in heavily at the old lower 
prices and most of the material on hand is at this price 
level. Manufacturers appear to have good stocks on hand 
and all releases are being taken care of promptly. There 
is a good movement of specials as finishing work on many 
large projects is reached. 

Plumbers’ Brass Goods 

Prices are steady, as a whole, some slight changes hav- 
ing been made recently in tubular goods. There is a good 
demand made up mainly of many small lots, and jobbers’ 
stocks are constantly changing hands. Manufacturers re- 
port many orders on the books that total in the aggre- 
gate a good volume, but these are being drawn as job- 
bers’ needs arise. Little speculative buying is reported. 

Range Boilers 

One manufacturer of welded boilers announced an ad- 
vance of 5 per cent on this item. The price market is still 
in an unsettled state, sheets varying about 12% per cent, 
with the result that buying is still slow and only for actual 
needs. Manufacturers appear to have ample stock as all 
orders are being filled promptly. 

Boilers and Radiators 

There is continuous activity in this line. Both jobber 
and manufacturer are rushed with business, much of which 
is for immediate delivery. Prices are steady at the recent 
published advance. Jobbers’ stocks change hands so 
quickly that at present there appears to be almost a steady 
and uninterrupted stream of material running from manu- 
facturer to consumer through the jobber and heating con- 
tractor. Manufacturers are working at full capacity in 
order to keep abreast of demand, and, up to date, appear 
to have succeeded since no shortages have been an- 
nounced. 





The plumbing contract on the addition to the B. P. O. E. 
building, of San Antonio, Tex., has been awarded to West 
& Gutzeit of that city, with a bid of $8,216. The heating 
and ventilating contracts have been awarded to Jud & 
Ormond, also of San Antonio, with a bid of $7,769. 
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PACIFIC COAST 


General business conditions along the Coast may be said 
to be favorable. The wisdom of carrying only sufficient 
stocks to take care of requirements as they arise rather 
than purchasing along speculative lines has been clearly 
demonstrated, and jobbers, as a rule, are entering the last 
quarter of the year with conservative stocks of merchan- 
dise on hand and not forced to sacrifice merchandise on 
account of approaching inventories. 

Prices generally are closely following replacement costs 
with as small a mark up as is consistent with good busi- 
ness policy, and consequently very little price cutting is 
heard of. 

Soil Pipe 

Sales of this commodity continue in small lots for im- 
mediate requirements but the gross tonnage being moved 
at present is about normal for this period of the year. 
Jobbers generally have well assorted stocks and also a 
good tonnage enroute from foundries. Prices to the 
trade remain unchanged. 

Steel Pipe 

There is very little if any noticeable change in the 
demand for steel pipe, which varies somewhat in the dif- 
ferent jobbing centers but on the whole is satisfactory. 
Due entirely to local conditions, Northern California job- 
bers reduced out of stock prices about 10 per cent dur- 
ing the week. In other parts of the Coast prices remain 
unchanged. 

Enameled Ware 

Sales of enameled ware continue mostly in small lots 
for immediate requirements, although the total amount 
of ware being used at present is good and known needs 
assure the present volume or better being required in the 
near future. Prices to the trade remain unchanged and 
are as a rule holding firm. 

Pottery 

The demand for pottery is fairly satisfactory. Distrib- 
utors generally have good stocks and no difficulty is ex- 
perienced in obtaining prompt deliveries from all manu- 
facturing sources. Prices to the trade, while varying in 
the different jobbing centers, remain unchanged and are, 
as a rule, holding firm. 


Plumbers’ Brass Goods 

There is a fairly active demand for this commodity 
which is expected to continue. Distributors generally 
have well assorted stocks and early deliveries can be ob- 
tained from all manufacturing sources. Prices vary in the 
different jobbing centers being firm in some and soft in 
others. ; 

Range Boilers 

Range boilers show very little change in demand, which, 
as a whole, is fair. Sales of storage and automatic types 
of heaters show constant increases. Distributors gener- 
ally have adequate stocks. 


The Metal Market 


Average 
Aug., 1926 June, 1926 


Average Average 
Sept. 27 1925 
PIG IRON— 
No. 2 foundry, Chicago, 
$21.00 $21.10 $22.00 
PLATES AND SHEETS— 
Steel boiler plates, 
Pittsburgh, per lb... 
Blue annealed _ sheéts, 
Pittsburgh, per lb.... 
Black sheets, Pitts- 
burgh, per lb 


1.90¢ 1.90¢c 


2.30¢ 


2.35¢ 


3.10¢ 
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NP 16% 11% Pacific Steel Boiler Corp..................... B 12% 18% 13 
The Stock Market 100 110 100 Penberthy Injector Co., pfd.................. D106 «109 8§=106% 
Quotations furnished by Frazier Jelke & Co.. Chicago 25 27 22 Pierce, B. & P. Mfg. Corp.,com.............. 00D SM. 2% 
Par 1926 100 102 98 Pierce, B. & P. Mfg. Corp., pfd............... U 100 103 100% 
Value High Low Quotations of Sertember 27. 1926 * Bid Asked Last NP 2 15 Richmond Radiator Co., com...............-. B17 1% W 
NP 51% 36 Richmond Radiator Co., pfd..................B 41% 42% 42 
ee 25 122% 10134 American Radiator Co.,com................- A 114% 115% 115 ee a ae eee eee U 240 «2245 = 241 
$ 100 131 127 American Radiator Co.. pfd................ A127) «132s 131 25 118 96 Standard San. Mfg. Co.,com................. F 98 102 99% : 
50 51% 4134 Anaconda Copper Mining Co..............-.- A 48% 48% 4844 100 116% 115 Standard San. Mfg. Co., pfd.................. i eas 115 q 
NP 39% 24% Brunswick-Balke-Collender Co................ A 36% 36% 3634 100 52 45 Trenton Potteries Co., com................... ay eres 453% E 
NP 41% 28 A.M. Byers Co.,com..........++0+000+ A&F 38 4 39 100 11134 98 Trenton Potteries Co., pfd...........2.2...0- U 100 105 = 105 p? 
i 100 10234 98 A.M. Byers Co., pfd.............000000 A&F 97% ..... 99% 100 24814 15814 U.S. Cast Iron P. & F. Co.,com.............. A 209 210 29% «6 
i 100 115 104 Century Electric Co.,com................+.- G 113% 116 = 115 100 109 100% U.S. Cast Iron P. & F. Co., pfd............ -A 108% 109% 109 
100 110 105 Century Flectric Co.. pfd.....................G 104 107 105 NP 424% 37 U.S. Radiator Corp.,com....................D 38 390 385% 
50 44% 36 Chicago Nipple Mfz.Co..“A”................B 444 44% 44% 100 102 9934 U.S. Radiator Corp., pfd.................... D 99 ~=©101 99% 
b 50 3134 26 Chicago Nipple Mfz. Co.,“B”............... B 31 31% 31% 100 88% 50% U.S. Rubber Co.,com.....................0. A 61% 61% 61% 
2 «60 4914 Crane Company, com.............-.-++++-++: C 49% 50 4944 100 109 101% U.S. Rubber Co, pfd........................ A 107 107% 107% 
100 11744 113% Crane Company, pfd..................2.25+- C 116% 117 116% 100 158% 117 U-S. Steel Corp.,com...................... A 148% 18% 148% 
100 914% 78 Detroit Brags & Malleable Works............. D0 9% 4 100 130% 124% U.S. Steel Corp., pid.............cc0ccceeeee A 126% 128 127 
, 20 33 26 Eagle-Picher Lead Co...............cceee0ee: I 30% 30% 30% NP 23% 15% Walworth Company................0.0c0c00e A 16% 16% 16 
: NP 57 3034 Fairbanks, Morse & Co., com.............--+./ A 47% 48% 48 NP 23% 16 Williams Oil-O-Matic Htg. Corp.............. C 16% 17% 17 
100 115 103% Fairbanks. Morse & Co., pfd.................. A 108 110% 109 a a oo”. a ee oe ™% ? 
NP 161 BD DE Mino on oc csccscccecvcevescs B 145% 147 146 NP 95% 69 Youngstown Sheet & Tube Co................ A 86% 86% 86% 
100 «690 72 Jones & Laughlin. com...................-+.- S.. See eee 90 
100 120 114 Jones & Laughlin, pfd....................... F 115% 117 116 *Where listed— 
10 194 14 Mictsgan Copper & Brass Co............+--+- D 18 1944 18% A—New York Stock Exchange F—Pittsburgh Stock Exchange 
100 174:4 138 National Lead Co.. com.................0.05- A 155 15534 155 B—New York Curh Exchange G—St. Louis Stock Exchange 
100 130 115 National Lead Co., pfd...................: A 116% 116% 116% C—Chicago Stock Exchange H—Cleveland Stock Exchange 
ee eer Pere H 100% 102 101 D—Detroit Stock Exchange 1—Cineinnat: Stock Exchange 
eT TR 6 wi hewn ci cecccscecscuccas H 77 78 774% E—Boston Stock Excnange U—Unilisted Stocks 





Sales—Tubular Brass Goods 


1925 Tubular Brass Sales Hold 


Th eir Own 


The accompanying chart on sales of 
tubular brass goods shows that total 
sales so far this year have been slightly 
1924 Average ahead of those made in the first eight 
months of 1925. From the experience 
of previous years, the line is definitely 
on its way up, for it has been the policy 
in the past for buyers to place orders 
for their first quarter requirements dur- 
ing the last three months of the year. 
Perhaps, however, the prevalent trend 
of hand to mouth buying will flatten 
the curve somewhat this year. 
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Bath Tub Shipments 
1925 5 





| Tub Shipments Are 
| Slightly Off 


, The chart on bath tub shipments fol- 
= lows the trend of enameled ware busi- 
; ness through August. The movement 
? 
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this year has been about 5 per cent 
under that of the first eight months of 
last year, although considerably ahead 
of that of former years. The slight de- 
crease from last year hardly alters the 
fact that business has been good. From 
the experience of past years, the peak 
month of the year has been passed, al- 
though October has generally been a 
period of large shipments. 
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ORAL TESTIMONY VERSUS BANK’S BOOKS 

T is the rule, no doubt, that books of account are the 

best evidence of the matters which they contain, but 
where the inquiry is as to the state of the account of a 
depositor with the bank they are not necessarily the best 
evidence. It is competent to show by oral testimony that 
a person has a deposit with a bank, or has had such a de- 
posit and has withdrawn it, regardless of the condition of 
the bank’s books, and any person, who knows the fact and 
is otherwise competent to be a witness, may testify orally 
thereto. Indeed, books of account have ever been re- 
garded as a species of secondary evidence, admitted as 
primary evidence because of the necessities of the case, 
and are not held to preclude other competent evidence of 
the same fact.—Supreme Court of Washington, in State v. 
Stevens, 237 Pacific Reporter, 723. 


LIABILITY OF CORPORATIONS FOR ACTS OF 
OFFICERS 

HE rule which fastens liability upon a corporation 
i for the wrongful and unauthorized act of an officer 
is not confined to cases where the act is done in further- 
ance of the business of the corporation. A corporation 
selects its officers and places them in charge of its 
business. If one of them is unfaithful to his trust and, 
while acting within the apparent scope of his author- 
ity, he perpetrates a fraud on an innocent third party, 
the corporation is liable notwithstanding the fact 
that the officer was really acting for his own benefit and 
not for the benefit of the corporation. Where the trans- 
action in which the officer made the misrepresentation was 
completed before the fraud was discovered, the party de- 
frauded may affirm it and sue for damages.—Supreme 
Court of Minnesota, 204 Northwestern Reporter, 963. 


Pride of Craftsmanship 


(Continued from Page 20) 


GOOD ADVERTISING 

SK him if he believes in advertising. Ask him if it 
A pays. You’ll get an unqualified ‘Yes’ in answer to 
both questions. And he can show you newspaper adver- 
tisements, little ones and big ones, but all of them carry- 
ing the message of Toussaint service to the people of 
Madison. There’s a radiator advertisement. It has a 
total of fourteen words in it—but it tells the complete 
story and manages to hold out the lure of the time pay- 
ment plan in those few words. You couldn’t see that ad- 
vertisement and not read it. It’s easy to take in with just 
one sweep of the eyes. ‘“‘Radiator warmth” attracts your 
eye, and before you know it the cozy feeling those words 
call up has carried you through the rest of the short copy. 
You have the whole story, including Mr. Toussaint’s riame, 
street address and telephone in ten seconds—I timed my 
reading of it. 

Then there are other advertisements about the oil burn- 
er which the Toussaint organization sells. There are 
quarter-page advertisements which tell the whole story, 
as is proper with an item of merchandise about which peo- 
ple know so little. And when the oil burner was demon- 
strated in connection with the display, a photograph of 
which we reproduce, at Madison’s Fall Festival, the news- 
paper copy called attention to that fact. He knew how 
to use advertising, without a doubt. 

Before this you will have noticed the building which 
houses Mr. Toussaint’s business. It’s a fine, modern type 
of building, which he had put up in 1924. Its window 
displays attract attention, he says, because of their “unique 

(Continued on Page 68) 
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CHICAGO 
| FAUCETS 


have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 
increases steadily. So do 
profits—ours and yours. 
Why trouble with clumsy 
imitations when you know 


what Classics will do? 


Chicago, Ill. 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 

















could you ask? 


(Richmond Adjustable Stand) 


The ideal boiler stand to stock in quantities. 
Strong—will support two or three times the 
weight of any range boiler. 

takes 30 or 40-gallon tank. 
knocks down for storage and shipment— 
Profitable—Priced low and sells fast. Whatmore 
Jobbers—ask for prices. 


RICHMO 


FOUNDRY 


RICHMOND, VA. 


Adjustable— 
Compact— 


& MANUFACTURING CO, 


‘A-DEPENDABLE:SOURCE:OF SUPPLY: 


AND 


PIPE 
FITTINGS 


5000 Different Types 
and Sizes 
Send for Catalog 
THE KENNEDY VALVE MFG. CO. 
Elmira, N. Y. 


Boston New York 

San Francisco E} Paso Salt Lake City 

Seattle Philadelphia Kansas City 
Los Angeles 


Chicago 





YICHMOND 


PRODUCT... 
“THE HUSKY BABY” 
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*““‘WARCO”’ No. 1 
yy” Side Outlet Air 
Valve — for Radiators. 


““WARCO” No. 3 
1%” Bottom Outlet Air 
Valve—for Mains, 
Coils and Risers. 


Valve illustrations approximately 
1 actual size 
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‘“‘WARCO”’ No. 3 


14” Bottom Outlet Va- 
cuum Air Valve—for 
Mains, Coils and Ris- 





~ the new and | 


Seven ‘‘Warco’’ Valves that fill 
every air valve need. 


At prices lower than other high 
grade air valves. 


With improvements possessed by 
no other valves on the market— 
guaranteed for 5 years. 


To be sold exclusively through the 
wholesaler and manufacturer of 
plumbing and heating supplies. 


To be advertised widely to the 
Heating and Plumbing Trade. 


‘““WARCO”’ No. 2 


’ Side Outlet Va- 
cyum Air Valve—for 








October 2, 1926 


October 2, 1926 





standardized line of 


A. RUSSELL & COMPANY, al- 

e ways a leader in the development 

of fuel-saving valves for steam radiators, 

now Offers the heating industry a new and 

improved line, with qualities never before 
attained in air and vacuum valves. 


To this line is given the name ‘‘waRco”’ 
—already well known to the Heating and 
Plumbing Trade. 


The new ‘‘warco”’ line is shown on these 
pages. It consists of seven perfected Air 
and Vacuum Valves—and on these seven 
valves the manufacturing and sales efforts 
of W. A. Russell & Co. will henceforth be 
concentrated. 


W. A. Russell has been making air valves 
for 36 years. His was the first volatile 
liquid air valve placed on the market. His 
inventive genius is the basis of all successful 
air valves in use today. 


In concentrating on these seven ‘‘waRco’”’ 
Valves, this company is now putting out a 
line which experience has shown will fill 
every air and vacuum valve need. 


Ask your wholesaler to show you the ‘‘Warco’’ 
line or write us for circulars and 
complete information. 


W. A. RUSSELL & CO. 


Grand Central Terminal Bldg. 
NEW YORK “ITY 


Chicago Boston Pittsburgh Los Angeles 
Established 1890 


‘“WARCO”’ No. 6 

Vacuum 

34” Bottom Outlet 

Quick Vent Vacuum 

Air Valve—for Mains, 

and HV Stacks. 

Note: Contains Float 

~—-wilk closé * against 

water. 
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‘““WARCO” No. 4 
34” Bottom Outlet 
Quick Vent Air Valve 

for Mains and HV 
Stacks. 

Note: Will not close 
against water. 
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‘“‘WARCO” No. 5 
34” Bottom Outlet 
Quick Vent Air Valve 

for Mains, and HV 


Stacks. 

Note: Contains Float 
will close against 

water. 
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HERE are more Minneapolis 
Heat Regulators in use than 
all other kinds of heat controlling 
devices combined. Uninterrupted 
leadership for 41 years. 


Write for catalog and 
sales plan 











Minneapolis Heat Regulator Co. 
Est. 1885 
2891 Fourth Ave. So. | Minneapolis, Minn. 


TheAfINNEAPOLIS™ 


Heat REGULATOR 
©T COAL~GAS— OIL 


EM -4 


HuMPHREY 
Automatic Gas Water Heaters 


—_ A type and size for 
every building from 
the skyscraper to 
the cottage. 


WS 















Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Div. Ruud Mfg. Co.) 
Kalamazoo 1: :: Michigan 


SQUARE 5] GEE 


iron £ Malleablelron FITTINGS 

















We are so proud of Square 
“Gee” fittings that we 
stamp on each one a square 

as a means of instant 
recognition. 


THE GRABLER MANUFACTURING CO. 
CLEVELAND, QO. 


MYERS WATER SYSTEMS 


For Homes, Farms, Public 
or Private Institutions. 


Small capacity, hand operated systems for shallow or 
deep wells and cisterns. medium and large capacity 
outfits for operation by engine or motor, auto- 
matically controlled electric house pumps and 
direct water systems that do not require a pressure 
tank make up the Myers line which has over fifty 
years of pump building experience behind it to 
guarantee dependability and satisfactory service. 
Catalog No. HP24 shows 
complete line. Ask for 
your copy today. 













The 
F. E. MYERS 
& BRO. CO. 
Ashland, Ohio 


Pumps, Hay Tools and Door Hangers 
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arrangement.’”’ Those displays include accessories because 
they bring more prospects into the store, and make an 
additional profit for the business. You’ll find the same 
pride in the planning of the Toussaint displays as you 
will in the installation of a heating plant, one reason why 
they are profitable. 

Every business has its complaints. The man hasn’t yet 
been born who can satisfy everybody, and probably men in 
our own industry are open to more possible and impos- 
sible complaints than in many another. No matter what 
the difficulty, Mr. Toussaint takes its settlement in hand 
personally. “I aim to satisfy customers,” he says, in 
explanation. It’s good practice for the head of the busi- 
ness to take care of such matters. It gives confidence 
that promises made will be carried out; it also gives the 
contractor an advantage. He speaks to his customer as 
‘an expert, as a business man with a standing. And he 
can speak with finality. The good business manager wants 
to handle complaints so that he may turn them into 
valuable contacts with customers, rather than allowing 
them to develop dissatisfied customers. 


SIGNS OF GOOD MANAGEMENT 


HAVE often noticed that one of the most significant 
I things about the operation of a business—a thing 
which immediately tells you just how thoroughly it is 
managed—is the matter of getting out invoices and col- 
lecting money due. Mr. Toussaint makes it a point to 
render prompt service to his customers; he likewise makes 
it a point to secure prompt payment. If I find a man lax 
in his collection policies, I usually find a man lax in 
other ways. Because it must be admitted that it takes a 
certain courage to go after a good customer because he is 
letting a bill drag along over several months. If the 
contractor comes to the scratch on that matter, he’s likely 
to be doing it in every other department of the business. 
It’s a severe test and by it a man frequently rises or falls. 
You have to keep money coming in to keep a business 
growing, not to mention going. 

There are a number of thimgs which every good business 
manager will answer in the same way. Ask a hundred 
successful men if they find their trade journals of value 
and assistance, and they’ll tell you yes. Ask them if they 
include profit and overhead in estimates and they’ll tell 
you yes. They’ll all believe in having as fine an establish- 
ment as they can support, and in keeping it as well as 
if it were a jewelry shop. Just so does Mr. Toussaint 
answer those questions. 

He is president of the local association and takes a part 
in civic matters in his division of the city. These, too, are 
always indications of a man with a broader outlook than 
that afforded by his shop windows. And you can believe 
me that the business of a man doesn’t suffer for the time 
he gives to association matters and civic affairs, within 
reason. He’s a better business man for getting outside 
his own business. 

Today, as head of a successful business, Mr. Toussaint 
is essentially the same thorough craftsman that he was 
when he was working on the job. “I have to do just as 
good work today,” he said, “now that I am in this big 
building of mine, as I did to build up to the place where 
I could afford and where I needed these quarters.” 

These are the things which make it said of him in 
Madison, that ‘‘He couldn’t help but make money.” 





The Union Stock Yards Co., Ltd., Omaha, Nebr., has let 
the contract for the construction of a central heating 
plant at Twenty-eighth and Q streets, to cost about $20,- 
000. 
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You like to show and sell BRASS fixtures 
because you know they last longer and give 
better satisfaction. Ampinco plumbers’ spec- 


ialties are brass - - all brass. 


ea 


‘Everybody knows how long 
brass will last. Forever, I 
guess. It’sthe only thing for 
concealed work. It ain’t fair 
to use anything else, unless 
you are willing for your cust- 
omer to tear down half his 


” 


house every so often. 
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Standardized Bath 
Fittings ~in Sets 


Now you can have complete Ampin- 
co bath tub combinations packed in 
sets—each set sealed in its own in- 
dividual carton with contents plainly 
marked on the outside. This method 
of packing helps you in many ways. 
The packages are neat and attractive 
and prevent the muss and damaged 
goods which result from space-taking 
bins. The installing plumber breaks 
the seal on a complete group of 
clean, fresh articles which are well 
protected by anti-tarnish tissue paper 
and packed to prevent scratching 
and marking. 


Each Ampinco standardized package 
contains: 1 bath faucet, front or top 
handle; 1 bath waste with Duplex 
Stopper Lift; 1 pair of supply pipes, 
straight or offset; 1 pair ball ell coup- 
lings; ‘““Sure-grip”’ flanges and neces- 
sary washers of live red rubber. 
There are eight stock combinations 
available in these sets. 


Send for catalog showing the complete 
Ampinco line to The American Pin 
Co., Division Scovill Mtg. Co., Water- 
bury, Conn. 


~Ampinco 


PRODUCTS 
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New Business Ventures 


The Builders Plumbing Co., 6521 Beach avenue, Balti- 
more, Md., has been incorported by Derby A. Lynch. 

Philip Wesendunk has engaged in the plumbing and 
heating business at 41 Clement street, San Francisco, 
Calif. 

The A. J. Smithers Co. has engaged in the heating and 
ventilating business at 617 West Ninety-fourth street, Los 
Angeles, Calif. 

Charles A. Patterson and George W. Nelson have en- 
gaged in the plumbing and heating business on Tenth 
street, Lancaster, Calif., as the Antelope Valley Shop. 


Excel Plumbing & Heating Co. is the name of a new 
company which has been established by Philip Cohen and 
Nathan Katz at 18 Parkman street, Boston, Mass. 

R, F. Mutter Co., Easthampton, Mass., has been in- 
corporated, with a capital of $20,000, to conduct plumb- 
ing and heating contracting business. The incorporators 
are R. F. Mutter, 20 Spring street, Easthampton and 
James E. Hall. 

A. C. Hockersmith & Co., of El Dorado, Ark., has been 
incorporated with a capital of $15,000. The company 
will do a general plumbing business. The incorporators 
are W. H. Matthews, A. C. Hockersmith and W. E. 
Matthews. 

The Illinois Plumbing & Heating Co., Duquoin, IIl., 
will enter the plumbing business in a number of southern 
Illinois cities. William H. Owen, of Duquoin, is president 
and general manager of the organization. The plans call 
for opening of shops in Duquoin, Christopher, Zeigler, 
Royalton and West Frankfort. 


Convention Dates 


October 11-15.-—The eighth annual convention of the Amer- 
ican Gas Association, at Atlantic City, N. J. 

October 13 and 14.—Fall meeting of the Eastern Supply As- 
sociation, at Hotel Astor, New York City. 

October 16 and 17.—-The annual convention of the Wiscon- 
sin Society of Plumbing Inspectors, in Milwaukee, Wis. 

October 20 and 21.—Fall meeting of the Central Supply As- 
sociation, at Hotel Sherman, Chicago. 

November 11 and 12.——The sixth annual Conference of Ad- 
vertising and Sales Managers, at Palmer House, Chicago. 

December 6 to 11.—Annual Power Show, at the Grand 
Central Palace, Lexington avenue, New York City. 

December 16 and 17.—The annual meeting of the National 
Association of Brass Manufacturers, at New York City. 

January 8, 1927.—The general conference of the presidents 
and secretaries of the local master plumbers’ associations in 
California, at the Master Plumbers’ hall, Fresno, Calif. 

January 25, 26, 27 and 28, 1927.—-The annual meeting of the 
American Society of Heating and Ventilating Engineers, in 
St. Louis, Mo. 

April 5, 6 and 7, 1927.—The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 

May 17 and 18, 1927.—The annual convention of the Penn- 
Sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 


Outings. Picnics and Golf Tournaments 
October 15.—Monthly golf tournament of the Plumbing Con- 
tractors’ Association of Chicago, at Olympia Fields Golf Club. 





Ditter & Son, Kaukauna, Wis., has been awarded the 
plumbing contract and the National Heating & Ventilating 
Co., of Wausau, Wis., has been awarded the heating and 
ventilating contracts on the addition to the public school 
at Combined Locks, Wis. 
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Stock Triangle “J” Fittings and you 
will satisfy yourself. 
Will gladly send to jobbers, list 
and discounts. 


JENKINS MFG. CO. 


BLOOMFIELD, N. J. 





DUNHAM HEATING SIMPLICITY 
oil, Site i> 





Simplicity that gives perfect 
heating results in commercial, 
industrial and apartment build- 
ings when the plant is run by 
unskilled hands. 


Thermostatic 
_ i 
Fi : 


le Simplicity that enables the 

| average housewife or child to 
operate with ease the Dunham 
System in the home. 






Simplicity of design that has 
eliriaated all complicated or 
troublesome parts including the 


~~ Dunham Packless , : 
noisy, leaky air valves. 


, Radiator Valve 


Simplicity of control by means 
of the Dunham Packless Radia- 
tor Valve whose handle turns 
the steam completely off or on 
in 7% of a turn. 





Simplicity, Adequacy and 
Flexibility are three reasons for 
the wide spread acceptance of 
Dunham Heating. Another will 
follow in the next advertiser eat 
of this series. 


C. A. DUNHAM CO. 
DUNHAM BUILDING 
450 East Ohio Street, Chicago 


Over sixty branch and local sales offices in 
the United States and Canada bring 
Dunham Heating Service as close to you 











as your telephone. Consult your telephone 
UNHAM directory for the address of our office in 
HEATING SERVICE your city. 
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. . Oil Fuel Strainer of Combination Feed Tank and 

Fan to furnish air for a 

atomized oil. Motor <TD) ee tee ‘sonia ane 

mete Peechensdnateiora teas Ld ~ ® positive feed to burner at 

shaft, supported by Ball “fl Hance. 

Bearings. (Quiet opera- 

tion- minimum 
vibration.) 
Totally 
enclosed Oil Relief Valve. 
air-cooled 











motor. 


Built-in oil pump 

for simplicity and 

compactness.Fuel 

pumped from un- 

derground tank 

only when burner 
is operating. 


COMPACT! 


for 21 years 


Gam) 
“Built Like a Watch’ 


The Johnson Rotary Burner 
with full automatic control is 
listed as standard by Under- 
writers’ Laboratories— an or- 
ganization established and 
maintained by the National 
Board of Fire Underwriters. 


See the Johnson exhibit at 
the Sesqui-Centennial Ex- 
position (Manual Arts 


Bide. ), Philadelphia. 







Swing Joints.(Burn- 
er swings easily away 
from furnace for 
inspection.) 


Double-seated magnetic 
oil valve, designed for 


Oil regulating positive shut-off. 


valve. 





uswene 


The remarkable compactness of the Johnson Rotary 
Oil Burner is a result of simplified design. Twenty- 
one years of exclusive Oil Burner manufacturing 
taught us how to do it. 


There is a Johnson Oil Burner for every heating 
and power purpose. Write for literature. 


S. T. JOHNSON CO. 


— OIL BURNERS 


Of MARK REDISTERED 


Main Office and Factory ~» 940-950 Arlington Avenue 
OAKLAND, CALIFORNIA 
Factory Branch Offices: San Francisco, Sacramento, Philadelphia 





Distributors and Dealers Throughout the 
United States and in Foreign Countries 
































Opportunity for Dealers» Date 


The recent addition of 
full automatic control to 
the famous Johnson Ro- 
tary has greatly enlarged 
the sales opportunities 
for Johnson Dealers. 
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S. T. JOHNSON CoO., 
Some desirable territory 940-950 Arlington Avenue, Oakland, Calif. 
is still available for a few 
reliable distributors. 
Write or wire for full 


details and new illus- 


trated booklets. 











Please mail booklet describing the Johnson Automatic 
Rotary Burner and explain dealer proposition. 


Name 








Address. | 











47-1026 
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THIS WEEK 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








PLANS INTERESTING PROGRAM FOR E.S. A. 
MEETING 

Frank S. Hanley, of New York City, secretary of the 
Eastern Supply Association, has issued the first of a 
series of notifications to members of the organization 
regarding the meetings which will be held at the Hotel 
Astor in New York on October 13 and 14. 

On the first day of the meeting, a reception for mem- 
bers will be held at 9:30 in the morning, and the general 
meeting will convene at 10 o’clock. After the address 
of welcome by the president of the association, a speaker 
of note will talk on the effect changes in the construc- 
tion industry have on the plumbing and heating indus- 
tries. After a luncheon which will be attended by mem- 
bers only, the wholesalers and manufacturers will hold 
separate meetings. 

The program for Thursday morning, October 14, has 
not been fully announced, but will consist of discussions 
and a talk by a well-known business man. 





LANDON RADIATOR CO. BUYS PLANT 

The Landon Radiator Co., of North Tonawanda, N. Y., 
which was recently incorporated, has purchased the plant 
formerly owned by the Pierce-Brown Co. A. A. Landon 
is president, E. H. Letchworth vice-president and Thomas 
Keator secretary and treasurer of the new concern. The 
executive committee consists of A. A. Landon, H. P. Bur- 
gard and S. H. Knox. 





H. GERSTEIN AGAIN IN BUSINESS 
H. Gerstein, formerly of Gerstein Bros. & Cooper of 
South Boston, Mass., has just announced that he has again 
gone into business at 205-211 First street and 307-317 C 
street, South Boston, Mass., under the name of H. Gerstein 
& Sons. 





WILL CARRY FULL LINE OF PLUMBING GOODS 

L. Friedman, of Chicago, has moved from 4450 North 
Western avenue to 3150 West Chicago avenue and will 
carry a full line of plumbing goods. At the old address 
he carried plumbers’ brass goods only. 





APPOINTED SALES AGENT 
W. F. Hirschman Co., manufacturer of ventilating 
equipment at LeRoy, N. Y., has appointed the Pacific 
Engineering Equipment Corporation, 972 Broad street, 
Newark, N. J., and 149 Broadway, New York City, as 
sales agent for its products. 





SAMUEL S. GLAUBER, INC., EXPANDING 


Samuel S. Glauber, Inc., 515 East 79th street, New York 
City, recently acquired warehouse facilities facing on the 
East River between Eightieth and Highty-first streets. 
The new acquisition affords this wholesale house approxi- 
mately 13,000 square feet of space which will augment its 
warehousing space for heating materials. 
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WILLIAM FROELICH CALLED BY DEATH 


William Froelich, retired jobber of plumbing supplies, 
died at his home in Ventnor, N. J., September 16, in his 
67th year. He started as a salesman for the old supply 
house of Morris & Tasker in Philadelphia, in November 
1884, later establishing, with his brother, A. P. Froelich, 
the supply house of Froelich Brothers in Philadelphia. 
He retired in 1916, when the business became the nucleus 
of the Tomlinson Co., Inc., which now has headquarters 
in Philadelphia and branches in several southern cities. 
Those members of the trade in the east, whose memories 
go back more than a decade, will regret to hear the news 
of Mr. Froelich’s death. 





APPOINTS NEW SALES REPRESENTATIVES 

The Charles A. Miller Company, Sturgis, Mich., has ap- 
pointed P. J. McGolderick of Brooklyn, N. Y., and Boston, 
Mass., as its representative in the New England states. 
Mitchel Love of Philadelphia, Pa., will represent the Miller 
company in Philadelphia, Baltimore, Md., Washington, 
D. C., Southern New Jersey and Eastern Pennsylvania. 
F. W. Fuller of St. Paul will cover the Northwestern states, 
west of Milwaukee, Wis., to and including Des Moines, 
Ta. 

FIFTH NATIONAL EXPOSITION OF POWER AND 

MECHANICAL ENGINEERING 

The Fifth National Exposition of Power and Mechanical 
Engineering will be held in Grand Central Palace, New 
York City, December 6 to 11. The products to be shown 
are: Heat and power generating apparatus, hoisting 
conveying equipment, power transmission equipment, 
chine tools, refrigerating machinery, and heating 
ventilating machinery. 

On the advisory board to the management of the ex- 
position are officers of the American Society of Mechanical 
Ongineers, the American Society of Refrigerating Engi- 
neers, National Electric Light Association, National Asso- 
ciation of Stationary Engineers, and the American Society 
of Heating and Ventilating Engineers. 
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KOHLER CO. OPENS NEW NORTHWEST SHOWROOM 

Formal opening of the new showrooms of the Kohler 
Co., of Kohler, Wis., in its northwest 
2000 Fourth avenue, Seattle, Wash., in the 
mont apartment hotel building, took place September 16. 
Flowers in abundance from other firms decorated the 
showrooms. The opening was in charge of J. W. Mitchell, 
northwest branch manager of the company, M. E. 
Jones. 

The office, salesroom and warehouse have been at 123 
Jackson street for the past twelve years. The concern 
now occupies a new and larger warehouse at 1000 Mercer 
street which has a floor space of 45,000 sq. ft. and a 
capacity of seventy-five carloads of plumbing fixtures. 

Interior walls of the showrooms are done in three 
tone shadow texture, a warm blending of blue and green 
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on a background of tan. The window hangings are of 
blue and gold brocade. 

The Seattle headquarters covers the northwest includ- 
ing the states of Washington, Oregon, and Idaho, and the 
western part of Montana. 
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kept it in constant merriment. A continuous round of 
activities followed, among which were: The merry-go- 
round, fish pond, boys’ kite contest, balloon race, doll 
rack, children’s play ground, horseshoe pitching, rifle 
tournament and tennis tournament. 














Portion of crowd in Nature Theater Bowl listening to the band concert at the annual festival 
of the Kohler Co., Kohler, Wis.—Insert: The Kohler band parading to Nature theater 


KOHLER ORGANIZATION HOLDS ANNUAL FESTIVAL 
AND FIELD DAY 

The Kohler Co. organization held its eighth annual fes- 
tival and Field Day on Saturday, August 28, in Ravine 
park and adjacent grounds, at Kohler, Wis. That this 
was one of the biggest and most successful outings ever 
undertaken by the Kohler Recreation club, which spon- 
sored the big event, was evidenced by the fact that 15,000 
people attended the programs. 


The office and plant closed down at 11:00 a. m. to allow 
every member of the organization plenty of time to get 
ready for the afternoon program. Thousands of work- 
men and their families were transported to Kohler during 
the noon hour and the early afternoon by specially char- 
tered street cars. A large parking field provided parking 
space for 1,700 automobiles that poured into the village 
during the day and evening. 

Beginning promptly at 1:30 p. m. the Kohler band her- 
alded the opening of the afternoon program and paraded 
down School street to the festival grounds, followed by a 
troupe of clowns, who scattered through the crowd and 











At 2:30 the Kohler band of forty-two pieces gave a 
concert in the band stand located in the bowl of Nature 
theater. Thousands of people gathered about the slopes 
to enjoy the pleasing selections by Henry Winsauer. 

The evening concert began at 8:00 p. m. The Kohler 
band, augmented by the Junior band, presented a con- 
cert program before a crowd that filled the large bowl 
of Nature theater to overflowing. After the evening con- 
cert a dance was held on the floor of the theater, which 
was packed to capacity. 

Beginning at 1:45 p. m. and continuing late in the 
afternoon, games and contests were staged on the athletic 
field within the school grounds. From 4 to 6 p. m. an 
entertaining vaudeville program was given within the 
theater. Another noteworthy feature of the festival was 
a big daylight fire works display. 

The Kohler Co., as in previous years, provided an at- 
tractive display of Kohler products on the festival grounds. 
The display featured an exhibit of Kohler plumbing fix- 
tures and the company’s automatic electric plant. The 
exhibit was located in a prominent spot in Ravine park 
and attracted much attention. 








Window display of the Duro Co., Milwaukee, Wis. 
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Here’s a letter 


that tells a double-barrelled 
profit story 








C. F. Courcu ManuracturincG Co. 


Holyoke, Mass. 
Gentlemen: 


N reply to your letter of recent date I 

called on and sold Mr. Thomas Casey, 
bd Lanark Road, Yonkers, N. Y., two (2) 
No. 142 Church Seats. 


The use of the circulars forwarded by you 
some time ago has resulted in a number of 
sales. Any window display matter you may 
have and will send on can be used to push 
the sale of the Church Sani-White Seat. 


Please accept my thanks for your coopera- 
tion. 
Very truly yours, 


Signed, Wrtt1am Matcoum. 














No. 142 
— SERVICE — 
Atlanta Los Angeles Philadelphia 
Boston Miami Pittsburgh 
Chicago Minneapolis St. Louis 
Detroit Montreal Seattle 
Indianapolis Newark Stamford, Ct. 
fae New Orleans Tampa 
ansas City, Mo. New York Vancouver, B. C. 


Oklahoma City 


ERE’S a case where our magazine 

advertising sold two seats. And 
our circulars resulted in a “number of 
sales.’ Proving again that this is one 
field at least where double barrels are 
better than a “single” and a pump gun 
is best of all. In the field of seat sales 
the man who “throws everything he’s 
got” at the prospect is the man who is 
going to make the most “hits.” And 
“hits” mean profit! 
Whenever a Church retail distributor un- 
loads his gun on a prospect he’s usually 
going to make a sale because we’ve gone 
to considerable effort and expense to see 
that real sales ammunition is available 
to our retail distributors. ‘This includes 
booklets, folders, letters, miniature seats, 
signs, window displays, electrotypes of 
newspaper advertisements, etc. 
In addition to supplying this sales am- 
munition we’re covering the country with 
national advertising to bring prospects 
within the range of our distributors’ 
guns. All they have to do in many 
cases is load, aim and fire! The first 
step is to get a supply of free ammuni- 
tion. The coupon below makes 1 it easy 
for you to do that. 


C. F. CHURCH MFG. CO. 
Dept. S10 Holyoke, Mass. 


Churc TOS ats 


LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT 


rT Cc. F. CHURCH MFG. CO. 
| Dept. S10, Holyoke, Mass. 
| 
| 
l 
| 
| 


I’m all set to go prospect shooting — send me a supply of free sales 


ammunition. 

ee are ney 

CO re re is re 
MIR ci bec54558 ; State... 
My jobber is......... 
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PHILADELPHIA PLUMBSTEAM CLUB 
HOLDS FIRST DINNER OF SEASON 

George D. McIlvaine of the National 
Pipe and Supplies Association was the 
main speaker at the Philadelphia 
Plumbsteam Club’s first dinner of the 
fall season, which was held at McCal- 
lister’s Restaurant, 1811 Spring Garden 
street, Philadelphia, Friday evening, Sep- 
tember 17. Mr. McIlvaine, whose grasp 
of present conditions in the trade is 
widely recognized, spoke on jobbing 
conditions, and also discussed salesman- 
ship. About 60 members of the sales- 
men’s association were present at the 
dinner meeting, President Willetts pre- 
siding. The gathering voted enthusias- 














tically to put on a membership drive, 
with the 200 mark as the immediate 
goal. 

The new entertainment committee, consisting of 
Chairman Harry Walther of Henry B. Pancoast Co., 
Stephen Rogers of Keystone Supply and Manufacturing 
Co., and Harold Mitchell of C. L. Weber & Co., Inc., had 
provided some good entertainment, the song leader and the 
comedian proving the features of this side of the evening. 





WATER HEATER SHIPPED BY AIRPLANE 


What is said to be the first shipment of an automatic 
water heater by airplane express was made recently by 
Bartlett & Co., of Philadelphia, distributors in that ter- 
ritory for the Ruud Manufacturing Co., Pittsburgh, Pa. 
The shipment was made to Norfolk, Va. The Ruud heater 


Ship water heater by airplane 


was part of the cargo on the initial trip of the giant 
Fokker plane which now operates regularly between Phila- 
delphia and Norfolk. The accompanying picture shows 
the heater being put into the plane at Philadelphia. 





EASTERN SUPPLY ASSOCIATION ISSUES RELIEF 
BULLETIN 

The Eastern Supply Association has issued a bulletin to 

its members asking them to give all possible aid through 

the American Red Cross to the people affected by the 

hurricane in the southern part of the country. The bul- 

letin, which is dated September 21, is signed by Secretary 
Frank S. Hanley of New York City. 
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If you’re looking for a line of brass 
goods that means profit—tie up with 
Enterprise. Dependability is the 
outstanding feature of the Enterprise 
line; your profits are never cut into 
by service calls. 


Your Jobber can Supply You 


Enterprise Brass Works 
Muskegon, Michigan 











Direct Differential 
Return Traps 


Simple—Efficient—Durable—Inexpensive 


Positively prevents accumulation of 
water in return pipes, thereby eliminating 
noise and serious damage to the boiler. 
Corrects defective steam jobs, and can be 
used in connection with pressure-reducing 


valve under reasonable boiler pressures. 
Write for literature 


O-E Specialty Mfg. Company 
10 Keefe Avenue, Milwaukee, U.S. A. 
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TACO SEMHNDIRECT 


is installed at 136 East 67th St., New York, 
and an ample supply of hot water, 









clean and satisfactory, is the result. 


Write us for any installation 
advice that you may wish. 


THERMAL APPLIANCE COMPANY 


342 Madison Avenue New York City 






Patented 
Dec. 27, 1921 
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DEMING “Oil-Rite” (Automatically 
Oiled Right) Water Systems are 
built to meet all requirements. A 
typical deep well pumping outfit is 
illustrated at the left. Simplicity of 
construction, unusual accessibility, 
and durability are outstanding fea- 
tures of Deming Automatically Oiled 
Pumps and WaterSystems. Forcom- 
plete information send for Catalog G. 


THE DEMING COMPANY 
Established 1880 Salem, Ohio 


HAND AND POWER PUMPS 





American Over-Rim Fillers 


Full 
Waterway 


Well 
Constructed 


A Splendid 
Fixture 


Ask 
Your 
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Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 


v MESDONNELL & MILLER 
or, WRIGLEY BUILDING, | CHICAGO 





Eastern Warehouse Stock, Bush Terminal, N. Y. (1) 








Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 
service, 


Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 
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SEASHORE SUPPLY CO. CELEBRATES ANNIVERSARY 

The Seashore Supply Co., New York and Mediterranean 
avenues, Atlantic City, N. J., celebrated its seventh birth- 
day, Friday, September 17. W. P. Hepburn, general] 
manager of the company was formerly with the Keystone 
Supply & Manufacturing Co., of Philadelphia, and its 
other officers are still connected with that company. They 
are as follows: C. A. White, president; J. M. Denney, vice- 
president; F. W. Dows, secretary and treasurer. In cele- 
brating the event, the company used a sixteen-page sec- 
tion in one of the local papers. 





EASTERN TRADE GOLFERS CLOSE SEASON 

Full advantage was taken of a glorious day and an 
excellent course at the Queens Valley Golf Club, Forest 
Hills, Long Island, N. Y., on Tuesday, September 21, by 
50 or more members of the Eastern Trade Golf Associa- 
tion. Some excellent scores were turned in at the meet 
which was the last of the year. 

Queens Valley, the home club of George W. Yepsen, its 
treasurer, is new and boasts a course which is quite sporty 
with its water, well arranged traps and natural rugged 
hills. Regardless of this, nearly all the best-ball four- 
some matches in the morning round kept scores well below 
0. Enviable cards were turned in for the 18-hole medal 
round in the afternoon by many of the players. 

For the morning round M. G. Hook and F. A. Murray 
had a best-ball of 72% net and W. A. Burtenshaw teamed 











Top picture, left to right: G. Mf. Scott, Childs & Scott; D. A. 

MeKay and (€. EK. Smith, both of Hanxwell & Smith, and 

D. H. Roney, Richardson & Boynton Co.—Bottom picture: 

P. H. Seward, American Radintor Co.; 8S. Greason; W. H. 

Muarphy, Walworth Co., and J. J. Blackmore, at the September 
meet of the Eastern Trade Golf Association 


with R. A. Wolff, also had a net of 72%. Messrs. Hook 
and Burtenshaw each got a steel shafted driver and 
Messrs. Murray and Wolff a dozen balls. Others who quali- 
fied for prizes in the morning play also turned in scores 
for the afternoon which entitled them to participate in the 
spoils for that event. 

Scores for the afternoon play in Class A gave P. L. 
Cooney with an 18 handicap and net 74 an electric per 
colator, the gift of President H. J. Reeves; R. A. Wolff, 
with an 8 handicap and net 78 a silver beverage shaker; C. 
S. Wood, whose card less his allotted 18 was 79, received 
a refreshment set consisting of a silver tray and glasses, 
While E. F. Keating selected a silver cigarette humidor on 
the strength of his gross 81, A set of silver mounted disi 
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‘“‘The Monoval’’ 
Swing Spout Sink 
Faucet with Integral 
Mixing Valve 





ERE in this new creation by WISECO master craftsmen is 
something distinctive — a sink faucet with integral mixing valve 


operated by one handle—a radical improvement over the old two 
valve fixtures. 


Among it’s outstanding features are simplicity, durability, freedom 
from repairs and richness of design, but one of the most satisfying 


factors in the purchase of a WISECO SWING SPOUT SINK 


FAUCET is the knowledge that back of it is the prestige of forty-nine 
years leadership in the manufacture of Plumber’s Quality Brass Goods. 


Your Jobber Can Supply You 


J. B. WISE, INC. 
WATERTOWN, N. Y. 





Mention Domestic ENGINEERING when writing advertisers. 
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Uniflow Water Softeners 


Simplicity—Rugged and Simple in Design. 
here are no unnecessary Devices to get 
out of order 
Easy to Install—Softener shipped complete, 
ready to install, only three simple con- 
nections. 


Easy to Operate—Just four standard valves 
that a child can operate. 


Low Cost—The Size No. 1, gives 600 golions 
of soft water at 20 gr. hardness between re 
conditioning —_ and costs only $100 
list. Size No. 2, $150. Size No. 3, $190. 
Size No. 6, $375. 


Large Discount —Write for Bulletin No. 40. 


The Uniflow Pump & Mfg. Co. 
Fifth and Perry Sts. —_:: Dayton, Ohio 














ESTABROOK 





Hotels, restaurants and clubs who 
desire an inexpensive but efficient 
grease trap will find the 


ROUND BOSTON 
GREASE TRAP 
best suited to their needs. Designed for 
outside installation and finished with _, 
4,5 and 6 inch outlets. This device is i 
of the same quality as all 
other Estabrook products. 


R. Estabrook’s Sons 


204 First St., South Boston, Mass, 

















Armstrong 


Twin Jaw 


CHAIN PIPE 
WRENCH 


PROOF TESTED 
Write for catalog 


POINTS OF 
EXCELLENCE 


Extra large master 
bolt. 


Alloy steel shackle links. 
Two bolt fastening. 
Extra large bearing of Jaw on Bar. 
Spreading of jaws prevented by bolt 
directly below chain socket. 


Chain guides aid in adjusting chain. Chain 
and end bar protected by chain guide. 









ARMSTRONG BROS. TOOL co. 
323 N. Francisco Ave. hicago, U. S. A. 
































UNCONDITIONALLY GUARANTEED 


»ARROW> 


TRADE MARK 
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PNEUMATIC — STORAGE— SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 
Clare and Kloman Sts, Baltimore, Md. 
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mats presented by R. H. Smith went to G. M. Scott for 
his 97 less a 16 handicap. H. Townsend chose a set of 
candle sticks for his 90-8-82. J. B. Garfield selected a 
carving set on the strength of his gross 83 and H. J. 
Reeves was awarded a tobacco humidor for an 83 score 
after the deduction of his 4 handicap. 

The Class B awards went to M. A. Cordner, 98-27-71; 
J. J. Doherty, 1022-28-74; R. E. Peck, 103-24-79; F. L. 
Patterson, Sr., 114-34-80; G. E. Olsen, 103-22-81; T. J, 
O’Donnell, 106-25-81; S. H. Sweeney, 111-30-81; A. E. 
Stacey, 107-25-82; R. W. Pryor, 112-30-82. These players 
selected in the order named, a golf bag; a zipper bag 
presented by J. Barnum; a zipper bag given by A. Engle; 
a brief case donated by E. H. Page; decanter, tray and 
glasses; a pyrex set; a driver through the generosity of 
C. S. Wood; an imported pipe presented to the associa- 
tion by G. E. Olsen, and a silver ash tray. 

Following are other scores for the afternoon round: 


Class A Class B 
Gross Hdp. Net Gross Hdp. Net 
F. A. Murray .. 93 10 83 G. Schmidt ....137 32 105 
M.G. Hook .... 99 15 84 F.C. Shepard ..114 25 89 
E. H. Page ....102 10 92 T. M. Kellogg .112 19 93 


H.N. Booth ...101 16 85 T. Dougherty .114 22 92 
E.S. White ....101 16 85 EK. H. Ruppert .126 36 90 
F. Pat’rson, Jr. 98 10 88 S.Greason ....111 24 87 
D. McKay ..... 92 5 87 J. Blackmore ..107 24 83 
D. Bomey .....< 103 14 89 C.F", NOES. 2s0es 115 32 83 
W. Burt’nsh’w. 95 5 90 
S.C. Carrier ... 89 0 89 
W. Hubbard ..102 12 90 
W.Chaddock .. 89 2 87 
P.H. Seward ..103 10 93 
3.5K. DAW ..+.. 96 8 88 


At the close of the dinner President H. J. Reeves was 
congratulated on his successful conduct of the year’s 
activities. It was announced that R. E, Peck had won 
the first ‘‘leg’” on the J. M. Heatherton trophy, which 
means that it will remain in his possession for the en- 
suing year. 





METROPOLITAN TRADE GOLFERS MEET AT 
HACKENSACK 


T. A. Johnson of J. D. Johnson Co., Inc., Brooklyn, 
proved to be the shining light at the September meet of 
the Metropolitan Trade Golf Association, held on the 
links of the Hackensack, N. J., Golf Club, Tuesday, Sep- 
tember 21. Mr. Johnson earned first prize at the meet 
when he turned in a very good gross 84 for the morning 
medal round. After his handicap of 10 had been deducted, 
he was three strokes ahead of Leo O’Neil, whose 18 
handicap had helped him turn in a net 77. 

It was an ideal day for golf, affording a pleasant con- 
trast to the drenching the players received at Wingedl 
Foot in August, and a half dozen foursomes turned out in 
the morning for the medal play, and paired up for the 
best ball contest after the excellent lunch. Scores gen- 
erally were good, seven of the golfers turning in scores 
under the magic 100, and the great majority holding 
down their figures close to that mark. 

Platt of Crane Co, came in third in the medal round, 
with a net 80, with Powers of the Grabler Co, one stroke 
behind. Each of the four collected a prize for their efforts. 
Then came the best ball winners. Ties galore immediately 
developed.» For first place, Broatch and Johnson and the 
Powers-Ready combination had tied, each having a 73. As 
the Messrs, Johnson and Powers had collected during the 


morning, these prizes went to their partners. Conroy 
and Waters also had the same figures, and broke into the 
list of prize winners. Pratt, paired with Holmes, again 
got into low enough figures to earn a prize if-khe had not 
scored so well in medal play, the reward thé dre going 
to his partner. And last, but hardly least, Kenneth 
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The Powers Shower Mixer ° 


THE POWERS REGULATOR COMPANY 


Atlanta 
Baltimore 
Boston 


Buffalo 
Butte, Mont. 


Charlotte, N.C, 
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Installed Here 


Masonic Temple, Detroit, Michigan 

Architects: George D. Mason & Co. Engineer 
Plumbing Contractor: Pittelkow Heating and Engineering Co. 

Plumbing) Jobber: A. Harvey’s Sons Mfg. Co. 


77 Powers Shower Mixers 


No annoying “shots” of cold or hot water. 
of scalding. A safe COMFORTABLE bath all the time, 
under all conditions. This is made possible by two remark- 
able features found only in the Powers Shower Mixer. They 


: H. B. Hubbard 


No danger 


are: 
Pressure Equalizing Valve Safety Stop 
Prevents changes in temperature Protects bather from scalding 


water. 


35 years of specialization in temperature control 
2716 Greenview Avenue, Chicago 


Cincinnati San Francisco 
Cleveland Houston Minneapolis Pittsburgh 

Denver Indianapolis Nashville ortlan P 

Des Moines Kansas City New Orleans Rochester Toronto 
Detroit Los Angeles New York St. Louis Montreal 

El Paso Milwaukee Philadelphia Salt Lake City Halifax 


of shower caused by pressurechanges caused by a “dead end” in the hot 
in supply lines, due to use of nearby _- water sapply line. 
showers, faucets or flush valves. waste of hot water, and reduces 
When cold water supply fails, it decorating expense by preventing 
substantially cuts off delivery of hot “steamed-up” bathrooms. 


It also prevents 


Our book describing the Powers mixer shows, among 
other things, how it is more ECONOMICAL than other 


shower mixers. Where shall we send your copy? 


Seattle 


CANADIAN OFFICES 


Winnipeg 
Calgary 
Vancouver 


(3442) 









































Mention Domestic ENGINEERING when writing advertisers, 
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Carmer, who manages to get into the money regularly, got 
just within the charmed circle and took tenth prize. 

Prizes were donated by J. H. Davis, H. W. Letcher, L. 
M. O’Neil, L. Power, L. S. Rothwell, W. G. Langford, J. S. 
Weaver, B. W. Bennett and E. R. Troxell. Mr. Rothwell’s 
donation was two smoking stands, and Mr. O’Neill’s a pair 
of golf clubs, the other donors each giving a dozen golf 
balls. 

The scores: 

Morning Round 
(18 Holes Medal Play) 


Player Gross Hdp. Net Player Gross Hdp. Net 
Dawson 113 30 83 a rE 116 30 86 
6 ee 108 18 90 WE siccncavonee 18 90 
Woods . eon 27 91 Groser. weet |! i 36 91 
eT a 10 80 Hedebeck ..... 53 36 117 
Broatch ...... 94 10 84 [eae isos sake 95 18 77 
Johnson ee | 10 74 ft.» 104 20 84 
Power ee eS | 10 81 Lee ‘swear 113 27 86 
eS PPE 101 18 83 CMMRBTEO. «2.600% 100 Guest 
Keenan «...0. 108 14 94 Murphy ....... 94 10 | 84 
Gilmour ...... 101 16 §=85 Co er 103 17 = 86 
Holmes .......102 10 92 Armagnac ....101 14 87 
Davis 7 ..118 3 84 


Afternoon Round 


(Best Ball Foursome) 


Player Gross Hdp. Net Player Gross Hdp. Net 
Platt and Groser and 

Carmer vr i 11 76 Wall... 103 21 82 
Dawson and Oliver and 

Woods .. .104 23 81 Murphy 92 11 81 
lowers and Bapst and 

| ae 84 11 73 IEEE os kaw 103 24 79 
Broatch and O'Neil and 

Johnson .... 81 8 73 Costello ..... 90 —_ — 
Armagnac and Conroy and 

Keenan ..... 92 11 81 Waters 91 18 73 
Gilmour and 

Holmes .. S6 10 76 
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THE SEPTEMBER MEET OF THE N.E.M.P. GOLF 
ASSOCIATION 


On Wednesday, September 15, the New England Metal 
Products Golf Association had the opportunity to hold 
its monthly meet at the Dedham Polo and Country Club 
at Dedham, Mass., through the courtesy of a former 
member, Mr. Hunter. This course is rather unusual in 
the variety of play offered and is always kept in splendid 
condition. 

Twenty-one players enjoyed this excellent course, in- 
cluding two guests, John Moore of Sanitary Earthenware 
Specialty Company, Trenton, and F. P. Keeney, of ‘‘Do- 
mestic Engineering.’”’ No very low scores were made, due 
to the difficulties of the course, and among others the 
16th hole will be remembered by many who lost balls on 
this difficult water hole. Arthur Purnell, with a 77 net, 
won the first prize in the morning, and Frank Monroe, 
with a 79 net, won the second prize. W. H. Thayer was 
third with a net 80, and Arthur Beal fourth with a net 
82. In the afternoon Herbert Nickerson, with a net 80, 
took first prize, and Robert Sargent, president of the 
association, was second with a net 81. John Bradshaw 
and John S. Nicholl, secretary of the association, were 
tied for third prize with a net 82. 

The next meet will be held at Sandy Burr at a date 
to be announced later. 

The following were the scores for the day: 


A.M. P.M. 

.Gross Hdep. Net Gross Hdecp. Net 

Dennison ...... 92 8 84 91 8 83 

Nickerson ..... ca ae as 90 10 80 

Thorndike .....100 14 86 7 14 8% 

MOPVOY ......5.108 18 85 sae ig ss 

pi ereereyire mae vis ee 100 16 84 
| ee re? 10 82 101 10 91 

Bradshaw ... ; ; bt 102 20 82 





Just as Sure as 2 and 2 Make 4 

S sure as 2 and 2 are 4, adding another section 
fA to a Burnham Square Sectional Boiler, will 
give you the exact indicated radiation its rating 


calls for. 


When you add a section you add certain definite 


things with it. 
You add a proportional area of grate space. 


You add a positive radiation capacity, figured out 
under absolutely normal conditions of service, and 


a substantial margin of emergencies. 


Fitting the Burnham to its job is just a simple 


equation in mathematics. 
So many sections, so much heat. 
You can depend on, depending on Burnham. 


New York Office: 
39 East 42nd Street 





eo Representatives in all 
Principal Cities of the U. S. 
and Canada 


Irvington, New York 
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WSVOTM 65.0.0 sv ee 122 20 102 121 20 101 


Nicholl ......5. 100 10 90 92 10 82 
GY viawseeees ai ns , 109 20 89 
Garwent ..2 a0: 91 10 81 
Be ore ete sm ‘ 104 18 86 
RM VEE ibs 5.5.0.9 86 6 80 we a i 
ee No Card No Card 

Parnell 2.26 26 91 14 77 97 14 83 
MONOO 22 ccaraue 97 18 79 97 18 79 
Chesebro ...... 99 14 85 103 14 87 


DELAWARE VALLEY GOLFERS’ SEPTEMBER MEET 

The Congressional Country club, Washington, D. C., 
with its par 6 holes and trapped fairways was the scene 
of the monthly meet of the Delaware Valley Trade Golf 
Association, on Tuesday, September 21. 

For the first time this summer the weather was ideal 
for golf and a good crowd turned out. Clyde Miller was 
host to the gathering, ably assisted by Geo. A. Lucke and 
William Hanson, Washington members. They made all 
arrangements for rooms for those that went down Mon- 
day night and early Tuesday morning were on hand with 
automobiles to carry the members to the club, some ten 
miles outside the city. The morning round only called 
for nine holes, qualifying with half the handicap, but a 
good number of those getting an early start played the 
entire eighteen. The Congressional course is probably 
one of the longest courses in the country, particularly the 
first nine holes where seven of the holes call for par 5 
with two par 6 holes sandwiched in. Aside from the 
distance, the hills and small mountains over which the 
course is built call for sturdy and strong golfers. 

George Lucke came in with the best card in the morn- 
ing round to win first prize and five golf balls. In the 
afternoon, best ball partners, William Hanson and R. 
Kleinman, took first honors. They each received five 











Top picture: H. J. Kleinman, secretary of the association 

und E. Wilson.—Bottom row: Frederick Allen, captain; 

Charles Graves, and James Harper, at the September 21st 
meet of the Delaware Valley Trade Golf Association 


golf balls. The big prizes of the day were won by R. 
Kleinman with a net 75 and Wm. McPhail with a net 
83. R. Kleinman received a $15.00 merchandise order 
and W. McPhail won a $10.00 order for merchandise. 

H. J. Kleinman took second honors in the morning 
round and received four golf balls as a reward. Frank 
Newton and H. J. Carr won 8rd and 4th honors, re- 
Spectively, and each received two balls. 

In the afternoon Messrs. Allen and Harper came in 
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“A Big Help to Customers’ 


Your customers will help you when they see 
what a vast imp’ E-Z Radiator H 
make! No more reaching and straining to clean 
beneath the radiators! No hot lege to melt the 
floor finish and cause dust spots! Nothing to 
interfere with broom or sweeper! 

It pays to please the women. They are good 
advertisers! 


HEALY-RUFF COMPANY 
770 Hampden Ave . St. Paul, Minn. | 
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STRINGER ROUGHING-IN SYSTEMS 
Save the Plumber TIME and MONEY— 


They come ready to install with no waste of material. Try 
them on your next job and be convinced of their merits. 
Manufacturers of complete roughing-in systems for either 


CAST IRON or SCREWED PIPE installations. We have 


fittings for any operation—from the smallest bungalow to 
the tallest building. 


Write for catalog of Modern and Economical Plumbing Rough- 
ing-In systems. 


STRINGER BROS. CO., Inc. 
1100 West 38th St. - Chicago, Illinois 
Factories: Gadsden, Alabama 
Warehouses: Chicago, Illinois, Gadsden, Alabama 















































SUPERIOR 


SOIL PIPE 
and FITTINGS 


SANITARY CO. OF AMERICA 


LINFIELD, PA. 























SYPHON AIR VALVE 


Embodying Dole Thermostatic Principles 


Quality materials and workmanship— 
proven efficiency of operation—special Dole 
thermostatic principles—these are the fac- 
tors that make the Dole Syphon Air Valve 
in great demand all over the United States. 


“If you want a better air valve at a lower price, 
send for our diagram blue print showing detailed 
specifications.’ 


The Dole Valve Co., *°7°,33,Ss:"°" Chicago, Ill. 
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second and received four balls each. C. McPhail and W. 
McPhail and Messrs. Knight and Miller won 3rd and 4th 
place, respectively, and each were three balls to the good 
for their effort. Messrs. Hackett and Brewton took 5th 
place and each received two balls. 

Charles McPhail presided over a short business session 
held after a fine dinner and on behalf of the members 
thanked all of the Washington members for their efforts in 
the splendid arrangements. Captain Allen then awarded 
the prizes. There were quite a number of guests present 
for the day and as is customary each received prizes in 
the form of golf balls. 

Guests present included: Willard Speakman, Jr., T. E. 
Stephan, Charles Graves, E. Wilson, W. J. Spillane, H. 
M. Reynolds and Charles Moran. 


The scores follow: 
Morning Round 


Name Out In Gross Hdcp. Net 
Ee ey Pee ero rT Leer 53 55 108 28 80 
Se Ce bc sexenbageeveseseuu are 56 111 20 91 
Jf a ly | ea eer y= 44 46 90 7 83 
OE rere ererery 54 46 100 15 85 
W. Speakman, Jr. (mo card)..... — as - — — 
H. Speakman (no card)........ = oa —_ — —_— 
I BUTE: vnc ct vo ese dese ne 52 = -o a — 
7 SED: Les tuchsbet st noeeess 57 — — —- -—- 
Pn Sn. kcnnnp ese bo ane ee 45 — es —_ 
err ery er 49 a -= —- — 
ce, ee: ED no sn ean ed ees —_ | — -- —_ — 
De; WEEE 84556500000 o59280%05% 52 — oe a — 
Py A UO i sces een ckn bees snewee 55 4 Played 9 holes only 
BOM. SEOOED vise ne sn seen risen 56 — ane _— _— 
Th: sc cebe nna odes Sabo 55 sini —_ —_— ous 
re ee ere 56 awe ome a ome 
ee ee er 60 — — ome — 
aN eBags te a 8 | < wie _ _ 
PSM sieve diac kw SS e week seis 49 ) — an ante a 
fe eee eee | 49 101 20 81 
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Top picture, left to right: Willard Speakman, Jr., Wilming- 

ton, Del.; Frank Newton, Philadelphia, and Harry Speakman, 

Wilmington.—Lower picture: Philip Faherty, William Me- 

Phail, William Hanson, Charles McPhail and Willard C, 

Chamberlin, at the September meet of the Delaware Valley 
Trade Golf Association 


Name Out In Gross Hdcp. Net 
Fe err ee eae a 49 54 103 17 86 
Eas, Ge, RIE AvcWaciessswawas 46 50 96 10 86 
yg iB See Ter 58 56 114 20 94 
Cy EE on 5.0000 6c a aw wets 62 61 123 20 93 
PIN ina Sn Goth obs eckson Sp kale 67 65 132 30 102 
a HERERO Sbvives din wees sae ees 73 65 138 30 108 
Te, ON 6b k'enss cheeses 76 64 140 30 110 





PITTSBURGH ENGINEERING CO. 


MANUFACTURERS OF 


CAST IRON FITTINGS 


We manufacture a full line of Cast 
[Evercmieivacuuaear tiem attetaem a listet:ce 
Flanges and Flange Unions for 
Steam, Gas, Water and Oil — Stand- 
ard and Extra Heavy. 


PITTSBURGH ENGINEERING CO. 
Main Office and Works 
JEANNETTE, PA. 
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Afternoon Round 
Best Ball Partners 


Knight Od Bier 2.2... 66.000 51 59 110 30 80 


Hackett and Brewton .......... 58 53 111 30 81 
Warl GHG. TtGRP cvcccccecicsees 48 57 105 20 85 
Paine GRE MOVROMS 2... ceccscce - 50 49 99 30 69 
AlloR® BAG TOREPGEP occ ec is ceca 45 44 89 15 74 
watson and Graves ............ 42 46 88 ile aim 
Hanson and R. Kleinman ...... 46 44 90 17 73 
Haherty BA NEWton .....c..66> 55 46 101 20 81 
EGG MG MOOD cc ae icone ces 6 ae 53 53 106 20 86 
H. Kleinman and 

We. BOOM, GE. kis icg sc. 500% 40 43 83 10 73 
McPhail & McPhail ............ 42 41 83 7 76 
Owen Ond Btephens ......ccsvee 48 50 98 25 73 
Moore and Spillane ............ 48 45 93 22 7% 





GAS ASSOCIATION TO HOLD CONVEN- 
TION OCTOBER 11-15 

The question that will receive the greatest amount of 
attention at the eighth annual convention of the American 
Gas Association will probably be ‘‘what is to be the oil 
of the future?”’’ This year’s meeting is to be held on the 
Million Dollar Pier, Atlantic City, N. J., October 11 to 15. 

A record-breaking attendance is expected, as President 
Harry C. Abell has issued invitations to nearly one thou- 
sand gas companies and manufacturers of gas burning 
and manufacturing equipment. Arrangements have been 
made to provide for 5,000 gas men and others who are 
interested in vital fuel problems of the present day. 

The exhibition of gas-burning equipment will be 50 per 
cent larger than last year, and will contain exhibits of 
the latest gas-operated devices such as house heating 
boilers, refrigerators, space heaters and incinerators. 

Among the pricipal speakers will be: Dean Ralph BE. 
Heilman, school of commerce, Northwestern University; 
Edward S. Jordan, president Jordan Motor Co.; Philip 
Cabot, Harvard school of business administration; James 
R. Allan, International Harvester Co.; David Lawrence, 
publisher, United States Daily; George K. Burgess, direc- 
tor, bureau of standards; C. S. Reed, rate consultant, 
American Gas Association; Floyd W. Parsons, editorial 
director, Gas Age-Record. 


AMERICAN 


Personal Mention 


Murray W. Sales, president-treasurer of Murray W. 
Sales & Co., Detroit, Mich., has the sympathy of his many 
friends on account of the untimely death of his young 
and promising son, Murray W. Sales, Jr., which occurred 
Wednesday, September 22, as a result of an automobile 
accident near Detroit. The young man was a student at 
Princeton University, Princeton, N. J. 

Charles B. Oelkers, traveling representative for the 
Kellogg-Mackay Co. in southwestern Kansas, on Septem- 
her 18, while riding in his automobile, was struck by a 
train at Gardner, Kans. He was seriously injured and 
his automobile was demolished. Reports from the hos- 





The salesmen of the Chicngo Branch of Walworth Co. at 
their recent golf meet 
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Your Success Depends on 


the Finished Job 


Appearance in the showroom is not the only consideration in 
selecting enameled ware. The plumber must know how it looks 
when installed and in actual service. 


Rundle ware meets these practical requirements of the plumbing 
trade. Its smooth, lustrous surfaces harmonize in color with 
the modern kitchen or bathroom. The pieces are correctly 
designed for the convenience of the housewife. Built to fit 
accurately and save installation costs. 


The Rundle sales policy is equally popular with the trade. 
Write for catalog and name of your jobber. 


RUNDLE MANUFACTURING CO. Milwaukee, Wis. 


RUNDLE 


PLUMBERS’ SANITARY ENAMELED WARE 
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The reputation 
of TRENTON 
products builds 
up a reputation 
for the man 
who sells them. 


You cannot 
afford to jeopar- 
dize your repu- 
tation by the 
sale and instal- 
lation of inferior 
merchandise. It 
pays to install 


TRENTON. 


Order from your jobber 





THE TRENTON BRASS 
AND MACHINE CO. 


TRENTON -t- NEW JERSEY 
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pital at Ottawa, to which he was taken, indicate Mr. 
Oelkers will recover. 

W. A. Brecht, vice-president, and William Thompson, 
sales manager, of J. B. Wise, Inc., Watertown, N. Y., were 
in New York City the early part of last week. 

Bert Pennypacker, for eighteen years with Fleck Bros 
Co., of Philadelphia, has joined the sales force of the 
Reading Foundry and Supply Co., Reading, Pa. Mr. 
Pennypacker will be located at the company’s new branch 
in Pottstown, Pa. 

H. R. Myers, manager of the Philadelphia branch of 
ithe Tomlinson Co., has recently returned from a two 
weeks motor tour through the eastern section of Canada. 
He was accompanied by his wife. 

John Chaffee, Philadelphia district manager for the 
A. M. Byers Co., Pittsburgh, has just returned from a 
southern trip, during which time he traveled as far south 
as South Carolina. 

















September 22, 1906 
The William H. Page Company has made arrangements 
to move its plants from Norwich, Conn., and Exeter, N. H., 
to Meadville, Pa. 















The “RATHBUN” sump pump is port- 
able and simple to operate. Despite its 
light weight, this automatic pump is cap- 
able of discharging 3000 gallons per 
hour. Sell this remarkable pump in 
your territory. 


Write for Details 


The Rathbun Co., Detroit, Mich. 
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The plumbing department of the Massachusetts Charit- 
able Mechanics Association Trade School, Boston, Mass., 
will open its seventh term on Monday evening, October 8, 
1906. Isaac Riley and William B. Johnson are members 
of the committee in charge, and William A. Bradford is 
its instructor. 

1906. 

William Heap, of Muskegon, Mich., has received a pat- 

ent on a flushing tank. 








1906 
J. I. Morgan & Son, of Lynn, Mass., have been awarded 
the plumbing contract in connection with the addition to the 
Essex Trust Company's bank building. 
September 29, 1906 
The Monument Pottery Company, of Trenton, N. J., is 
about to award the contract for the erection of a $50,000 
addition to its present plant. The addition will be in 
the form of a storehouse and office building. 
1906. 
The W. J. Cross Company, of Jersey City, N. J., has 
been incorporated with a capital of $50,000 to conduct a 
plumbing business. 





1906 
.The National Association of Master Plumbers has 
issued the proceedings of the twenty-fourth annual con- 
vention which met at Atlantic City, June 26-28, 1906. 
1906 
Frederick M. Stevens, of Waterbury, Conn., has re- 
ceived patent on a tank-float. The patent has been as- 
signed to the Scovill Manufacturing Company, of Water- 
bury. 








1906 
in this issue appeared an article on the “Construction 
and Application of an Austrian Heating System,’’ by Wil- 
helm Bruckner, of Vienna. 








Downspout Heads 


are practical for every type of in- 
stallation and are being specified 
-by leading engineers throughout the 
United States. No expansion joint 


needed—easy slip-joint’ connection 
and absolutely tight. 


Send for WADE catalog featuring 


our entire line. 


WADE IRON SANITARY MFG. CO. 


551-53 Fulton Street, Chicago, Illinois 
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A. Ss. H. V. E. NOMINATES OFFICERS 

The nominating committee of the American Society of 
Heating and Ventilating Engineers, composed of Homer 
Addams of New York, Alfred Kellogg of Boston, F. D. 
Mensing of Philadelphia, BE. F. Hallett of St. Louis and 
E. P. Heckel of Chicago, met in New York City on Sep- 
tember 22 and named the following slate of officers for 
the society’s next fiscal year: 

President, F. Paul Anderson of Lexington, Ky.; 1st vice- 
president, C. C. Willard of Urbana, Ill.; second vice- 
president, Thornton Lewis of Philadelphia; treasurer, W. 
K. Gillam of Kansas City, Mo.; members of the council 
(3 years), W. T. Jones of Boston, John Howatt of Chicago, 
Cc. V. Haynes of Philadelphia, W. H. Carrier of Newark; 
(2 years) H. L. Moore of Pittsburgh, James F. McIntire 
of Detroit; E. B, Langenberg of St. Louis, J. J. Kissick 
of Cleveland; (1 year) H. H. Fielding of Denver, Frank 
B. Rowley of Minneapolis, H. H. Angus of Toronto and 
Roswell Farnham of Buffalo. 





A. S. H. V. E. PAST PRESIDENTS TO RECEIVE 
MEDALS 


W. H. Driscoll, president of the American Society of 
Heating and Ventilating Engineers, will speak before the 
Ontario Chapter of the Society at Toronto on October 4. 
His subject will be ‘‘Heating Skyscrapers.’’ Mr. Driscoll 
will also attend the meeting of the Philadelphia chapter 
on October 14, where he will present past presidents’ 
medals to Past Presidents P. Gormly and M. C. Gillett. 
He will perform a similar ceremony at the meeting of 
the New York City chapter on October i8, and at Boston 
at that chapter’s meeting early in November. 

The Illinois Chapter will also present Harry Hart and 
Samuel R. Lewis with their past presidents’ medals at the 


regular meeting in Chicago on October 11. 





A. S. H. V. E. TO HOLD “OPEN DAY” AT LABORATORY 

Monday, October 18, will be a red letter day for the 
laboratory of the American Society of Heating and Ventila- 
ing Engineers, at Pittsburgh, Pa. This date has been 
picked as an “Open Day,’’ when members of the Society, 
and all others interested in heating and ventilating, are 
invited to be guests of the Society and view the work that 
is being done at the laboratory. H. P. Gant of Phila- 
delphia, chairman of the research committee, is to be host, 
with F. C. Houghten, director of the laboratory, as his 
chief assistant. Chairmen of the various technical ad- 
visory committees are also planning to be present to ex- 
plain to visitors the plans being worked out by the officials. 
Experiments are to be conducted during the day, showing 
the guests what the Society is doing in its investigations 
of heat transmission through building materials, infiltra- 
tion of air, and other research projects that are now in 
progress, 

Not only Mr. Gant, but all his co-workers, including 
efficers of the Society, extend a cordial invitation to all 
those interested. 





NEW YORK CHAPTER HOLDS SHORE DINNER 

Members of the New York Chapter of the American 
Society of Heating and Ventilating Engineers drove out 
to the Dorlan House on the Sound at South Norwalk, 
Conn., Wednesday, September 22, and enjoyed a delicious 
Shore dinner. At its conclusion President R. H. Car- 
Penter called attention to the regular chapter meeting 
on October 18 and urged that every member be present 


80 that a suitable setting might be staged for the presenta- 

tion which will be made to the five past presidents wh 

Were absent at Lexington last June. ‘ 
Before dinner President Carpenter conducted his col- 
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Direct-to-Boiler Water Feeders 
With Low Water and Pressure Cut-out 


The Last Word in Boiler Protection 
on Oil Burner Installations 


Write for Bulletin H 
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leagues on a tour of inspection through the plant of the 
Nash Engineering Co., in South Norwalk. 





TRENTON ASSOCIATION TO SEE INDUSTRIAL 
PICTURES 


The educational committee of the Master Plumbers 
Association of the City of Trenton, N. J., has arranged 
for the showing of a film at the October 6 meeting of 
the association. The film, which was made up by the 
Youngstown Sheet and Tube Co., and shows the manufac- 
ture of steel pipe, is furnished through the courtesy of 
the G. and H. Supply Co., of Trenton, N. J. 





TO HOLD INTERNATIONAL WELDING EXPOSITION 


An International Welding Exposition will be held in 
connection with the sixth annual fall meeting of the 
American Welding Society in the Broadway Auditorium at 
Buffalo, N. Y. The meeting will be held November 17, 
18 and 19, but the exposition will open November 16 and 
will last four days. There will be a large exhibit of 
welded products, and new developments in welding ap- 
paratus and supplies will be shown. The program of the 
meeting includes the reading and discussion of a number 
of technical papers, and an inspection trip to Niagara 
Falls and the Niagara Falls Power House. A meeting of 
the American Bureau of Welding, and of the Welding 
Wire Specifications Sub-Committee will be held Thursday 
afternoon, November 18. A number of social events have 
also been planned, chief of which will be a dinner dance 
at the Hotel Statler in Buffalo. 





C. L. Patrick, Woodstown, N. J., will install a heating 
system in the public school at Daretown, N. J. 
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GREETINGS FROM VICE-PRESIDENT THOMAS 
F. NOLAN 

Thomas F. Nolan of Albany, N. Y., vice-president of 
the National Association of Master Plumbers, who has 
recovered from his recent illness, has requested ‘‘Domes- 
tic Engineering’”’ to publish the following letter to his 
friends: 

To my friends in the Trade:—Now that the writer has 
returned to business after an illness of several weeks’ 
duration, I wish to take the first opportunity of expressing 
my sincere thanks to my many friends in the trade, for 
their interested inquiries and words of encouragement and 
cheer tendered me during my confinement at the Hospital 
and also for the many beautiful flowers and other articles 
sent me from time to time, 

I want to assure my friends that it was very cheerful 
and comforting, more so than words can express, as such 
remembrances helped enrich the atmosphere of the sick 
room, as Well as shorten what might otherwise have been 
a long and wearisome illness. 

In the course of my illness many letters were received 
by me, and inasmuch as it is impossible to answer them 
all at this time, and with the endeavor of helping myself 
as much as possible, I am asking all my friends to ac- 
cept this in lieu of a written acknowledgement, until such 
time as I can see them all personally and extend to them 
my hearty appreciation of their kind thoughts and in- 
quiries in my behalf. 

Again thanking each and all, I remain 

Sincerely and fraternally, 
Thomas F. Nolan, 
Vice-president, National Association 
Master Plumbers of the United States. 
Albany, N. Y., September 22, 1926. 
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Separable 
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Each Metaphram or “wafer’’ is 
a_‘hermetically sealed chamber 
containing a volatile liquid 
which ‘expands with increase of 
temperature. Several of these 
together furnish the power that 
operates the lever. 


The separable Metaphrams are 
“cage assembly” and are lifted 


from the well as a unit, should 
replacement ever be necessary. 








Why Not Hot Water? 





A regulator is standard trimming on a steam 
boiler. Why not on hot water? 

A steam installation would not be complete 
without a regulator. Everyone knows that. 
Then why should you omit it on a hot water 
job? It’s just as important for economical 
operation. 

You can make hot water installations more 
profitable, more efficient and more satisfac- ; 
tory by adding a 


Bel METAPHRAM @&& 
DAMPER REGULATOR 


There is a fertile field for you, selling and in- ‘ 
stalling this sensitive but positive, much ; 
needed regulator—on new or old installa- 
tions. 
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Order from your jobber or direct. 
Write for circular. 





NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CHICAGO 


European Office: A. J. Assheton, 18 St. Thomas St., London, S.E.1, Eng. 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








A, S. H. & V. E. FIXES DATES FOR ANNUAL MEETING 


A meeting of the Council of the American Society of 
Heating and Ventilating Engineers was held at the So- 
ciety’s headquarters, 29 West 39th street, New York City, 
on September 15, with five members in attendance. 

The members discussed the program for the annual 
meeting of the Society, and fixed the date for that meeting 
in St. Louis, as January 25-28 inclusive. Headquarters 
have not yet been definitely decided upon. 

An account of the progress made by the committee co- 
operating with the Rochester school board in the test of 
mechanical .and open window ventilation was made by 
W. H. Carrier of Newark, N. J. The Council also decided 
upon the five members of the research committee of the 
Society, as follows: <A. C. Willard of Urbana, IIll., Samuel 
R. Lewis of Chicago, F. D. Mensing of Philadelphia, W. A. 
Rowe of Detroit and Philip Drinker of Boston. 





APPOINTED TO SEATTLE ADVISORY BOARD 


James Canny, of the James Canny Corporation, 314 
Columbia Street, Seattle, Wash., has been named by Mayor 
Landes as chairman of the advisory board, created, fol- 
lowing the enactment of the bonded license law for master 
and journeyman plumbers. The other member of the 
board is Frank Siebert, representing the journeyman 
plumbers. This board will serve with Dr. J. D. Hanley of 
the health department, the secretary of the civil service 
commission, and James McIntyre, chief plumbing in- 
spector. 


The new bonded license law provides for the payment 
of a $2 license fee yearly by journeymen and a $50 fee 
annually by master plumbers. It also requires the posting 
of a $2,000 bond by master plumbers. 

Chairman Canny of the advisory board is a well known 
Seattle master plumber, at present holding the position 
of president of the Heating and Sanitary Engineers’ Asso- 
ciation of Seattle. He learned his trade in Seattle be- 
ginning in 1902 and has been a master plumber for the 
last eight years. 

The Heating and Sanitary Engineers’ Association re- 
cently adopted resolutions commending the city health 
department for obtaining passage of the license ordinance 
and pledged itself to back the ordinance. 

The ordinance became effective August 22, and plumb- 
ing permits were denied all who had not complied with it 
by August 20. The ordinance states that persons de- 
siring to engage in the plumbing business as journeymen 
must first obtain a certificate of competency from the 
examining board. The examination is both written and 
oral on installation of plumbing in various types of hui)- 
ings. 


Master plumbers are defined as those engaged in 
the business of furnishing, by contract or subcontract, 
labor or material used in plumbing installations. An ex- 
ception to the license is made in the case of building own- 
ers who desire to make minor alterations which may be 
carried out without a permit from the building depart- 
ment. 




















Group photograph of those attending the annual outing and 














dance of the Master Plumbers’ Association of Richmond 


Borough, New York City, held recently at Selmer’s Park, Staten Island 
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CINCINNATI HEATING AND PIPING CONTRACTORS 
HOLD OUTING 


The Heating and Piping Contractors Cincinnati (Ohio) 
Association, held its annual outing on Thursday, Sep- 
tember 16, at the Homestead, near that city. The weather 
was ideal for an outdoor affair and those who were present 
claim that it was the most successful outing ever held by 
the association. One of the features of the day was a 
golf tournament which attracted a large crowd. Baseball, 
quoit pitching and various outdoor sports helped to pass 
the afternoon for those who did not play golf. By the 
time the dinner hour rolled around everyone had worked 
up a huge appetite and the chicken dinner, served at 6:30, 
was a real treat. 

President John J.. Geerin, Vice-president E. J. Koper. 
Treasurer E, J. Niemes, Secretary A. Bachman and H. 
O’Hara, chairman of the entertainment committee, were 
in charge of arrangements for the outing and were re- 
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Following the dinner the following prizes were awarded: 
Pair of brass candlesticks to George E. Ryan, past presi- 
dent of the Lynn association. Complete kit to William H. 
McKenna. Plumber’s fire pot to Thomas L. Andrews. Box 
of cigars to Ernest Harnois, Sr. Four-inch double test 
plug to President E. H. Harnois. 

The baseball game was a real contest with the result in 
doubt up to the final inning. The teams were composed 
of the following men: Salesmen—W. Wells, A. G. Mc- 
Donald, A. Tomeo, E. F. Sheehan, E. Dunn, J. Raftery, 
W. Styles, J. Lowe and L. Graves. Plumbers—J. B. Allen, 
T. Andrews, G. Hall, A. J. Hoyt, W. J. Barr, J. H. Joyce, 
W. Hall, R. T. Pender and J. Hogan, 

After the dinner the sport program was run off with 
the officials of the association acting as judges. George 
E. Ryan was judge, John B. Feehan was starter and the 
other members of the committee assisted. Prizes were 
awarded in all events. 





Group photograph taken at the annual outing of the Heating and Piping Contractors Cincinnati (Ohio) Association 


sponsible for the good time that was enjoyed by all who 
attended. 

The following firms were represented at the outing in 
addition to the regular membership of the association: 
American Radiator Co., National Radiator Co., Hart & 
Crouse Co., The Lunkenheimer Co., Murdock Mfg. & Sup- 
ply Co., Doerman & Roehrer Co., Mutual Mfg. & Supply 
Co., R. E. Kramig & Co., Asbestos Supply & Mfg. Co., C. A. 
Dunham Co., C. R. Lingo Engineering Co., United States 
Radiator Corp., Kewanee Boiler Co., Frank Prox Co., 
Crane Co., Wolff Mfg. Corp., The Queen City Supply Co., 
Walworth Co., Johns-Manville, Inc., Warren Webster & 
Co., McAlear Mfg. Co. and the Johnson Service Co. 





LYNN MASTER PLUMBERS HOLD SUCCESSFUL 
OUTING 

Members of the Master Plumbers’ Association of Lynn, 
Mass., made merry at their annual outing at Ferncroft 
Inn, Middleton, Mass., Wednesday, September 22, arriv- 
ing at the noted hostelry in time to run off a full nine 
inning baseball contest as an appetizer for the splendid 
banquet which followed. The salesmen defeated the 
master plumbers’ team 13 to 10, with B. Williams, of 
the H. B. Smith Co., acting as umpire. 

Perfect weather, which is the sort usually selected by 
the Lynn association, marked the day and more than 150 
master plumbers and salesmen were in attendance. Dr. 
M. R. Donovan, health officer of Lynn; James H. Trow, 
former secretary of the Massachusetts State Association 
of Master Plumbers and now head of the North Shore 
Master Plumbers’ Association, of Salem, and P. L. Burns 
of Danvers, Mass., were included among the guests. Presi- 
dent E. H. Harnois of the Lynn association presided, but 
there were no speeches. 


The events and winners were: 

The walk against time was won by James Allen, Clif- 
tondale, Mass., who won a pair of andirons. The three- 
legged race was won by W. R. Styles and James Law. 
The fat men’s race was won by William J. Barr, who re- 
ceived some boiler liquid. The 100-yard dash was won by 
J. H. Joyce, of the Standard Sanitary Mfg. Co., who re- 
ceived a suction pump. The potato race was won by W. 
R. Styles, and his prize was pipe joint cement. The 
wheelbarrow race was won by T. L. Andrews, of Andrews 
& Armstrong, and Wendall Hall, of G. A. Hall, each of 
whom received a kit box. 

The big event of the day was the tug of war between 
the salesmen and the plumbers, which was won by the 
salesmen who secured their advantage early in the pull 
and managed to hold it to the end. The winning team con- 
sisted of W. A. Shay, F. F. Bauer, L. R. Graves, W. A. 
Carstensen and E, F. Sheehan. The losing team was 
composed of Thomas Andrews, G. L. McHale, W. J. Barr, 
Herbert Bradley and Jack Woodman. 


The occasion was enlivened by a colored jazz orchestra 
with Charleston exhibitions thrown in for good measure, 
and by songs by Alfred Tomeo of the Waverly Heating 
Company. 

The committee in charge consisted of E. F. Hornois, 
president and chairman; James B. Feehan and George 
E. Ryan, both past presidents; Thomas L. Andrews and 
J. Albert Reardon, both members of the Lynn Master 
Plumbers’ Association, and to them is due the credit 
for the success of the outing. 





The Hotel Paso del Norte, of El Paso, Tex., Paul Har- 
vey, manager, is having plans prepared for alterations 
and improvements that will cost $200,000. 
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GRUB AND TAAFFE ENTERTAIN NEW JERSEY 
LEADERS 

Walter A. Grub and A. A. Taaffe, president and secre- 
tary, respectively, of the New Jersey State Association of 
Master Plumbers, proved themselves marvelous hosts to 
a number of the leaders in New Jersey master plumbers’ 
affairs, many of whom were accompanied by their wives, 
at a picnic Tuesday, September 14. The affair was held 
on the lawn of President Grub’s summer home at Sperry 
Springs, Lake Hopatcong, N. J., and was attended by the 
officers and members of the executive board of the state 
association, as well as many ex-officers of that body. 

The guests began assembling at the beautiful resort 
about 11 o’clock and by noon practically everyone was 
present, even Harry J. Farrell and Lionel C. Simpson, 
who had driven all the way from Camden for the affair. 
In the meantime, a volunteer committee, with Ira Morris 
and Stephen Fredericks among its members, had been 
assisting the hosts in preparing a meal that satisfied ap- 
petites whetted by the guests’ rides through the crisp 
morning air. There was much merriment at the two 
tables, where the guests demolished the courses, especially 
when an unwary eater valiantly tried to masticate a rub- 
ber ‘hot dog.”’ Incidentally, Charles Rothfuss, president 
of W. V. Egbert & Co., Inc., Newark, the only jobber pres- 
ent, was the practical joker who furnished the trick frank- 
furters. 

The meal over, the guests posed for various pictures for 
the trade press, then trooped down to the pier for a boat 
ride. William Beck, for many years a New Jersey plumber, 
and association official, also lives in Sperry Springs, and 














Top picture, left to right: A. A. Taaffe of Newark, N. J., 
secretary state association; John J. Corcoran of Jersey City, 
bast state president; William Krieger of Union City, past 
state president; Walter Grub of Newark, president state as- 
sociation—Middle picture: Group of ladies attending the 
outing.—Bottom picture: Matthew Brady of Newark, past 
state president; Charles Rothfuss, president, W. V. Egbert & 
Co., Inc., and his son; Mrs. Charles Zimmermann, president 
State auxiliary, and Mrs. W. T. J. Orriss, secretary state aux- 
iliary, both of North Hudson, at the Grub-Taaffe picnic 
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‘*‘CHICAGO’’ 
NO. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
Threading 


PORTABLE 


Capacity ” to 2” Pipe 
« 4" to 14" Bolt 








FEATURING: 


Quick Die Change 
Automatic Die Head 
Three Speeds 
Perfected Oil Control 


ae Send for Catalog. 


CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 





Syren 





Curtin 
All-White 


Lever 





Made of composition castings—no stamped parts. Very 
strong and always in perfect alignment. Will not work 
loose or shift position. No plates or washers necessary. 
Double acting. With its neat all-china handle, the 
Curtin All-White Lever adds much to the appearance 
of any tank, where an all-white bathroom is desired. 


Ask your jobber for the Curtin Tank Fittings 


A. F. CURTIN VALVE CO., Medford, Mass. 

















KANGE BOILERS 





Riveted 
Rivet-Weld 
Welded 
Sure-Tite 


(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 
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You would | 


not think of missing your daily 
paper, yet it does not begin 
to help you as your business 
paper, so why not spend a 
minute to send in your sub- 
scription. You will soon realize 
the tremendous help you 
have been doing without. 
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EAGLE LEAD FITTINGS 


6 haw Eagle stamp or label on a lead fitting means that 
good judgment has been exercised in the selection 
of that fitting. Standard weight, uniform dimensions, 
smooth ends, true bends, hand-soldered drain screws, 
polished interior and exterior surfaces—these are good 
reasons for the popularity of Eagle Lead Fittings. 


The EAGLE PICHER LEAD COMPANY 
Chicago + Joplin + Cincinnati 
Producers of lead and allied products 


Eleven Plants + Branches in all principal cities 











The public by thousands is turning 
to No. 1 Buckwheat Coal to save an 
average of $7 per ton. That is why 
Heating Contractors are installing 
so many thousands of 


Spencer 


steam .vapor or hot water 


Heaters 
burn No.1 Buckwheat coal 





Spencer Heater Co. General Offices: Williamsport, Pa. 
New York City Boston Philadelphia Baltimore Hartford Buffalo 
Rochest Washi Albany Syracuse Harrisburg 
Scranton Detroit 














Hajoca Rydal Shower Mixing Valve concealed in 
wall, rotating dial all china index handle and china 
wall escutcheon for 4 inch iron pipe. 
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No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


The Bullard Roof Flange 


; 
is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 








THE BULLARD SPECIALTY.CO. - Tiffin, Ohio 
O00OO00 0000000 000000000 0000 0CCCEOOOSOCE 
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had secured two high powered speed boats for the hosts, 
Twice, the Messrs. Grub and Taaffe loaded the “Blue 
Streak” and the ‘“‘White Flyer” to capacity, the joyriders 
on each trip taking an hour’s sail over the beautiful lake, 
which is 8 miles long and three miles wide and has 84 
miles of shore line. In the meantime, those who were 
awaiting the return of their comrades from the ride, 
talked of old and new times in the plumbing business, 
while the ladies laid plans that should make the Ladies 
Auxiliary even stronger than it is now. 

All days, even pleasant ones, come to an end, and all 
too soon the time came for the celebrants to board their 
automobiles for the drive homeward, voting the traditional 
New Jersey custom of a president’s picnic one of the best 
things of the year. 





LOUISVILLE MASTER PLUMBERS HOLD SUCCESSFUL 
OUTING 

The Louisville, Ky., master plumbers had a pleasant 
“get-together outing” on the afternoon and evening of 
September 16 at Grotte’s Garden, as referred to briefly 
Jast week. 

The affair was strictly a master plumbers’ “day out,” 
as the purpose was to get the master plumbers of Louis- 
ville and their families to meet and get better acquainted. 
Although the association had just passed through a 
strenuous national convention, the season was late, the 
schools were open, and it was not an opportune time for 
a “general picnic,” it turned out to be quite a pleasant 
affair. Everyone felt at ‘‘home” and acted that way. 

George Fisher and Rose Delph were declared winners 
in the candy collecting contest for children, and Arthur 
Elthaus and Florence Delph won the second prizes. Mrs. 














At the recent joint outing of master and journeyman plumb- 
ers of Warren, Ohio.—Top picture, front row: R. W. Rader, 
L. M. Cobb, H. F. Hardman and W. J. McGuire; rear, E. 
Sweeney, E. W. Limber, M. W. Manley, W. C. Olin, Charles 
Hardman and P. E. Best, members of the journeymen’s ball 
team.—Bottom picture, master plumbers’ ball team: Chil- 
dren in front row, Leslie Shafer, Paul Thompson, Lois Thomp- 
son and Jack Hardman; second row, seated, H. H. Shafer, 
George M. Cross, George F. Thompson, R. O. Hardman, Clyde 
Stewart and Harry Williams, treasurer of Warren associa- 
tion; standirig, V. E. Baldwin, vice-president; E. C. Daugh- 
erty, George F. Hardman, T. V. Craige, L. C. Scott, President 
Karl G, Custin and P. G. Loughren 
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Top picture: Some of the ladies at the Bronx outing.—Sec- 
ond picture: Alex Brown, secretary Manhattan association 


_ «und David Morrison, of Morrison & Thompson, New York City. 
_ Yhird picture: Harry Sugarman, president Bronx association, 


with Miss Betty Magoldi and his sister, Victoria.—Bottom 


| pieture: Charles W. Kirchhof, W. F. Ebner, Albert Beyrodt, 


T. Platt and Thomas Mullins, at the recent annual outing of 
the Bronx Master Plumbers’ Association 


L. J. Rosenfield won the marshmallow contest, Margaret 
O’Brien proved to be the fastest runner among the girls 
and was suitably rewarded, Mrs. Franck won the 100 
yard dash for ladies, Mrs. James Petty won the egg race, 
and Margaret O’Brien repeated her first performance 
when she won the potato race. In the reverse race, Mrs. 
Waters, and Mrs. Reihle were awarded the first prize. 

The men who won prizes were A. G. Wise, F. V. Bose- 
mer, Jr., W. R. Seestadt, L. J. Rosenfield, R. O. Dusch 
and Thomas Maguire. 


After the chicken dinner in the evening, dancing was 
enjoyed. Several of the younger generation demonstrated 
the newest “Charleston” steps. William G. Bergner, sec- 
Tetary-manager of the National Trade Extension Bureau, 
was present and proved to be an expert at pitching 
horseshoes. 

Ollie Dusch, chairman of the entertainment commit- 
tee, and his associates in charge of the arrangements for 
the affair, were the recipients of congratulations for the 
800d time which all enjoyed. 





The Indianapolis Propylaeum Association, Indianapolis, 
Ind., has let the contract for the construction of a cen- 
tral heating plant, to cost $22,000. 
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The 


OHIO 
No. 25 
Water 
Heater 
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is constructed with a special type burner which 
ensures complete combustion and the double cop- 
per coil offers the greatest possible heat absorbing 
surface to the flame. 


When you sell a customer an OHIO No. 25 
Water Heater you sell him mechanical, perfection 
and permanent satisfaction at a good profit to 








%Ory pee: Ask Your Jobber 
THE OHIO HEATER CO. 
6 COLUMBUS, OHIO 
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Heating Residences 
ND 


Small Buildings 


Gives a thorough descrip- 
tion, with plans and illustra- 
tions, of the heating systems 

in heating small build- 
ings, such as cottages, bunga- 
lows, two-story residences 
and small garages. 

It takes a typical cottage, 
bungalow, two-story resi- 

ce and s: garage and 
explains, step by step, the 
heating of each of these buildings by steam, vapor and 
hot water. 

All details of the systems are thoroughly described and 
illustrated. The layouts are so simple that any steam- 
fitter can use them as guides. . 

Proper main and pipe connections, the proper conneg 
tions of chimneys, details about vapor heating and many 
other important features are explained 

Heating Residences and Small Buildings contains 
much practical information and will make a valuable 
addition to any contractor’s library 


Price, $1.00 Postpaid 
Published by 


Domestic Engineering 
BOOK DEPARTMENT 
1900 Prairie Avenue :: Chicago, Ill. 
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TRIPLEX 


Shower and Tub Fixture 


(Several Patents Pending) 
tS 















































A complete line of this popular 
fixture shown in our supple- 
ment catalog. 


Ask your jobber or write for copy. 


MANUFACTURED BY 


Milwaukee Flush Valve Co. 


Milwaukee, Wis., U.S. A. 



































DETROIT SANITARY AND HEATING ENGINEERS 
BENEFITED BY EXHIBIT AT STATE FAIR 

Members of the Detroit Association of Sanitary ang 
Heating Engineers announce that they are already feeling 
the results of their advertising and exhibit at the Michi- 
gan State Fair which was held in Detroit in the early part 
of September. Aside from the modern plumbing and 
heating equipment on display in the exhibit space, the 
association handed out literature to all who visited the 
show. 

Considerable interest in the display was shown by men- 
bers of the trade, but the greatest interest was evinced 
by the general public, and those in charge of the space 











The exhibit of the Detroit Association of Sanitary and 
Heating Engineers, at the Michigan State Fair held in De- 
troit in September 


were kept busy answering questions about the various 
exhibits. The publicity committee, which was in charge 
of the exhibit, was composed of Bruce Wigle, Ralph P. 
Peckham, William Foster, N. J. Kennedy, Eugene Doetsch, 
Fred Johnson, and E. P. Giberson. Different members of 
the association were present at the display at all times 
during fair week, and Secretary Thomas F. Carson of 
the association was present during the whole week. 











Top picture, left to right: Mr. and Mrs. Joseph Milback, Mr. 

and Mrs. T. Platt and Mr. and Mrs. Charles Kirchhof.—Low® 

picture: E. Magoldi; J. Stockinger, president, Queens ass 

viation; H. W. Cheel, New York City manager, EverHot 

Heater Co., and J. J. Rogers, secretary, Queens association 

at the recent annual outing of the Bronx Master Plumber® 
Association 
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Women > eAuniliaries 


Wichita, Kans., Auxiliary Gives Picnic 

Members of the Women’s Auxiliary of Wichita, Kans., 
entertained their husbands and children at a picnic re- 
cently in Linwood Park. Upon arrival at the scene of 
the outing, master plumbers started practicing for the 
horseshoe-pitching contest. The party reached Linwood 
Park about four o’clock, and at five o’clock a fried chicken 
dinner was served from the overflowing baskets pro- 
vided by the members of the auxiliary. Ice-cream and 
lemonade were also provided. When the tables had been 
cleared, Mrs. O. C. Robertson, president of the auxiliary, 
and Mrs. C. E. Hafford, as the two best players among 
the women, played the master plumbers’ representatives, 
Henry Dunaway and R. P. Johnson. The masters won 
the game and were awarded a handsome mirror as a 
prize. They in turn presented the mirror to the meet- 
ing rooms used jointly by the Master Plumbers’ Asso- 
ciation and the Women’s Auxiliary. Many interesting 
games were played until 9 o’clock, when members and 
guests returned to their homes. 








Val Werner, chairman executive committee and some of the 
members of the ladies auxiliary, at the recent annual outing 


of the Jersey City Master Plumbers’ Association 


Presidents of State Auxiliaries 

A letter from Mrs. E. D. Hornbrook, Kansas City, Mo., 
president of the Women’s Auxiliary to the National As- 
sociation of Master Plumbers, gives the following list 
of presidents of the state auxiliaries affiliated with the 
national organization: Mrs. John W. Orth, Indiana; Mrs. 
C. W. Wilson, Ohio; Mrs. E, D. Fishback, Oklahoma; Mrs. 
Robert Liss, Illinois; Mrs. Anna Madsen, Maine; Mrs. J. 
Preston Perham, Massachusetts; Mrs. W. E. McAndrew, 
Florida; Mrs. Geo. Kandall, Oregon; Mrs. Charles Zim- 
mermann, New Jersey, and Mrs. Harry Schurer, Missouri 


president pro. tem. 





L. R. Stollberg, master plumber of Milwaukee, Wis., 
has the sympathy of his many friends on account of the 
death of his wife which occurred recently at their home 
in that city. Mrs. Stollberg’s death took place two days 
Previous to her fifty-ninth birthday and shortly before 
her thirty-fifth wedding anniversary. 

A $65,000 apartment house will be built in Aberdeen, 
Wash., for I. J. Rigstad of that city. Albert S. Carlson, 
designer and contractor of Portland, Ore., will be in charge 
of plans and contracts, It will contain 42 two and three- 
room suites. 

L. E. Roberts Plumbing & Heating Co., 307 West 5th 
street, Waterloo, Ia., has been awarded the plumbing and 
heating contracts on the Trinity Lutheran church at 
Fourth street and South avenue, with a bid of $9,208. 
John S. Bartley, 903 Pioneer National Bank building, 
Waterloo, is the architect. 
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—for 
72 


years 


McNab and 
Harlin Brass 
and Bronze 
Valves have met 
every require 


ment of the Trade in the most eco- 
nomical and satisfactory manner. 

Whatever type or size of valve you 
need, it will pay you to order from 


the M-H Catalog, a copy of which 
will be sent upon request. 


Mount Morris Valve Corp., MOUNT MORRIS 


Eastern Representatives 
ROLLI 


_IN C. WILSON, 7 East 42nd St., New 


York City, also Boston and Philadelphia. 


Chicago District 


C. S. JOHNSON, 7701 Greenwood Ave. 


Pacific Coast Territor 
WM. P. HC 


ORN CO., Rialto Building, San 
Francisco, also Los Angeles, Portland and 


Seattle. 
sa District 


HOS. J. LLEWELYN, 829 Oliver Bldg., 


Pittsburgh, Pa. 



































Oatey Roof Flashings are 
made to give the Service you 
want to give your customers— 
they are also labor savers as 
they are easily and quickly 
installed. 

The pure lead collar gives 
least resistance to proper 
caulking—it is secured to 
apron under pressure while 
hot making it ALWAYS DRY. 

1, “Oatey 4 in 1” Flashings 
are designed to fit Extra 
Heavy soil pipe without any 
fitting or trimming of collar. 

2. Will fit any standard 
pipe, the angle of collar allow- 
ing for proper caulking with- 
out danger of buckling or 
breaking. 

3. Can be installed on any 
angle up to 45°. 

4. Can be installed on flat 
roofs with the same ease as on 
a pitched roof. 


Write for prices. 


L.R. OATEY CO. 


5500 WALWORTH AVE. 
CLEVELAND, O. 
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The Celebrated 


PEERLESS 


KITCHEN BOILER 


(Combined Range Boller and Gas Water Heater) 


The Celebrated ‘‘Peerless’’ 
Kitchen Boiler is the best gas 
heating boiler on the market. 


The ‘‘Peerless’’ originated the 


gas heating boiler business, 
created the trade demand and 
has served the field for 15 years 
with great distinction. It has 
been much imitated but never 
equalled. 


The Peerless is made in all 
sizes. Numbers 18 - 24 -30 -32- 
40 - 42 - 52 - 66. 

YOUR SUPPLY HOUSE WILL 
SELL YOU THE “PEERLESS” 
~SEE DOMESTIC ENGI- 
NEERING CATALOG DIR- 


ECTORY FOR FULL INFOR- 
MATION OR WRITE US. 


PEERLESS RANGE BOILER 
CORPORATION 


108 So. LaSalle St. | CHICAGO 






























CLIMAX 
Cellar 


Drainer 














| Why use uncertain and costly water-proofing of cement, 
| asphalt, tar, etc., when the CLIMAX Cellar Drainer is 
so positive, dependable and inexpensive? The CLIMAX 
is usually installed in the end; why try something else 
in the beginning? 














BALTIMORE, MD. 


Pacific Coast Agents: 
Wm. P. Horn Co. 
Rialto Building, 509 Wilcox Bidg., 


Cataloo 











San Francisco, Cal. Los Angeles Cal. 
L. C. Smith Building, Seattle, Wash. 
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This & That, Here There 


Scofield Engineering & Construction Co., Sun Finance 
building, Los Angeles, Calif., has been awarded the gen- 
eral contract on the Gables club, a beach club at Santa 
Monica, Calif., to cost $1,000,000. The main building 
will be erected first, and will be 23 stories high, of French- 
Norman style of architecture. Construction will begin 
October 15. 

Architects Walker & Eisen, Los Angeles, Calif., have 
drawn plans for a $1,500,000 apartment building to be 
erected on the northeast corner of Wilshire boulevard 
and Rampart street. Christ Thoren, of Los Angeles, has 
been awarded the general contract. 

The plumbing contract on the gymnasium of the Alham- 
bra high school, Alhambra, Calif., has been awarded to 
Lohman Brothers, 232 South Spring street, Los Angeles, 
with a bid of $3,376. The heating contract for the same 
building has been awarded to Thomas Haverty Co., also 
of Los Angeles, with a bid of $2,549. 


G. C. Sutton, Los Angeles, Calif., has been awarded the 
plumbing contract on the Riggins street school by the 
Los Angeles board of education, with a bid of $5,969. 

Architects Noerenberg & Johnson, Los Angeles Railway 
building, Los Angeles, Calif., are completing plans for a 
new building to be erected at Part Time high school. The 
building will contain 45 units and will cost $300,000. It 
will be of brick exterior with composition roof, stone trim 
and maple floors. 





Top picture: The master plumbers’ ball team.—Middle pic- 
ture: The salesmen’s ball team. Bottom picture: Joseph 
Sprouls of Jersey City, state organizer; A. C. Krieger of 
North Hudson, past state president; Walter Grub of Newark; 
New Jersey state president; Alfred Hoffman of Verona, ex- 
ecutive committeeman; John J. Corcoran of Jersey City, past 
state president, at the recent annual outing of the Jersey 
City Master Plumber# Association 
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The establishment of a large medical research institute 


and hospital at Long Beach, Calif., is contemplated by 
H. D. Frankfurt, 1096 North Western avenue, Los An- 
geles, and C, P. Olson, an official of the Torrance Brick 
Co., the project to cost approximately $6,000,000. 

During the fiscal year, 1925-1926, which closed just 
recently in Los Angeles, Calif., 67,571 permits were issued 
covering the construction and installation of sanitary 
plumbing, private house sewers, cesspools, gas piping and 
gas water heaters. This was a decrease of 1.68 per cent 
from the number issued during the preceding fiscal year, 
when 68,809 permits were issued. Plumbers’ licenses to 
the number of 1,584 were issued during the year, licensing 
plumbers and firms engaged in the business of plumbing 
and gas fitting. At the close of the year there were 779 
persons and firms licensed and engaged in the plumbing 
business in Los Angeles. 

The Southern Union Life Insurance Co., of Fort Worth, 
Tex., is considering plans for the erection of a store and 
office building of brick, stone, tile and concrete, of ap- 
proximately 16 stories, to cost about $800,000. 


Drs. John B. Herff and C, H. Timmons, of San Antonio, 
Tex., are making plans for the construction of a store 
and office building at Avenue E and Fourth street of brick, 
stone and reinforced concrete, 15 stories, 143x146 ft., to 
cost $1,000,000. 

The First Christian church, of Corpus Christi, Tex., is 
having plans drawn by Ralph H. Cameron, architect, City 
National Bank building, San Antonio, for a church and 
Sunday school building of stucco, tile and stone, to cost 
$60,000. 

The First Baptist church, of Canyon, Tex., plans the con- 
struction of a church and Sunday school building of 


3 stories, balcony and basement, of brick, stone and rein- 
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Rear: RR. V. Mackey, Fred Beard, W. J. Burton and Eugene 

Ashe; front: William Husband and A. J. Buxton, cooling-off 

at the recent outing and barbecue of the Fordson Sanitary 
Association, held at Cedar Island lake 


forced concrete, to cost $100,000. Ferrand & Fitch, 
Slaughter building, Dallas, are the architects. 


Several building companies in Dallas, Tex., have plans 
complete for the construction of groups of homes. J. A 
Heiskell and the Oliver Realty Co., plan 10 houses each, 
at a total cost of $35,000, while F. J. Tholl plans five 
homes, at a total cost of $12,500. 

Construction of a 5-story addition to the Nueces hotel, 
of Corpus Christi, Tex., will start in the early Fall and 
will cost $300,000. Atlee B. & Robert M. Ayres of San 
Antonio are the architects. 

Royal Hockett, of 1000 Park street, Dallas, 
planning the construction of two suburban hotels of 69 
rooms each, with bath, of brick and concrete, and to cost 


$50,000 each. No architect has been named. 


Tex., is 








Paul Fy e'B’ Soft 
Water Generator ~~ 


PkocREss has produced a new and better 
double action softener that is quickly regener- 
ated, and tho small in size, higher in efficiency be- 
cause the double wash of the mineral bed assures 
maximum capacity after regeneration. The double 
wash is assurance against packing or channeling of 
the mineral, Ask us about it! 


FORT WAYNE ENGINEERING & MFG. CO. 
1706 N. Harrison St., Fort Wayne, Indiana 


























The First 3-Wheel 
Pipe Cutter— 


was made by us in 1883. We have 
been making this super-quality 
cutter for 43 years. Its proof of 
satisfactory service lies in the fact 
that the members of the trade 
everywhere still insist on the 
BARNES genuine 3-wheel pipe 
cutter. 





The BARNES TOOL COMPANY 


NEW HAVEN, CONN. 


GENUINE “BARNES” 
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The smooth glass-like finished surface 


of EUREKA Con- 
creteLaundry Trays 
is an integral part of 
the concrete itself, 
and will not chip or 
crack like trowelled 
surfaces. 





Order from your 
jobber 


Hanneman Bros. 
COSTS NO MORE 7841 South St. 

















THAN OTHERS Detroit, Michigan 

















DECATOR 


Water Supply 
Systems for general 
home use, are simple 
andsturdy. The 
Burks Super Turbine 
Pump is built for 
long, hard usage; is 
fully automatic and self priming. A Turbine Pump that 


will pump air alone. 


Write for Catalog 
The Red Brass 
Fitting Line 
We make all styles of fittings, 
in round or flat bead. When 
ordering from your jobber ask 
for PHOENIX, 
. ‘\, Phoenix Brass Foundry 
5 "\ Irvington, N. J. 
yo Ne 
FITTINGS Tey 


FERQULES/ 











Decatur Pump Co. 


632 E. Cerro Gordo Street 
Decatur, Illinois 








Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 


TANKS FOR:: ‘High pressure gas and air storage—Pneumatic 
water systems—G: ine and oil storage—Oil burning equip- 
anend—Open top—Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process. A.S.M. tanks, 
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The Singer Sewing Machine Co. is asking for bids for 
the construction of a store and office building at 53-55 
Temple street, Boston, Mass. Plans by Little & Russell, 
20 Newbury street, call for a 6-story brick and stone 
building. 

Libby & Blinn, 135 Sheldon street, Hartford, Conn, 
have been awarded the heating contract on the 3-story 
brick office building, which is in the course of construc. 
tion at Main and Orchard streets, East Hartford, for L. B, 
Comstock. 

The Stratfield Hotel Co., Bridgeport, Conn., wil! soon 
start work on an 8-story brick and steel annex to contain 
125 rooms, many with baths. The project will cost about 
$300,000. 

J. H. Clow, Douglas court, Rochester, N. H., has been 
awarded the plumbing contract on the office, apartment 
and store building under construction at Hanson and 
Wakefield streets, that city, for the Rochester Realty Co, 


The Crouchly Plumbing Co., Portland, Ore., is instal- 
ling the plumbing systems in residences at 1551-1555 
Delaware street, that city. 

Traverse & Bennett, Portland, Ore., have been awarded 


the plumbing contract on a 17-suite apartment house ai 
936 Holladay avenue, with a bid of $3,500. 


The Minneapolis, Minn., board of education is having 
plans made for the following schools: Nokomis Junior 
High school at Minnehaha parkway and 32nd avenue, 
South, $200,000; Bell High school at 49th street and 
Abbott avenue, South, $250,000; Parkman Junior High 
school, site being selected, $200,000; Palmer Junior High 
school at Beard avenue, South, and Forty-sixth street, 
$200,000; Julia Ward Howe grade school at Forty-third 
avenue, South, and Thirty-seventh street, $150,000; First 
unit of technical school at Eleventh street and Fourth 
avenue, South, $600,000, school when completed will cost 
$1,500,000; School repair and supply shop at Fourth 
street and Ninth avenue, North, $150,000. Plans are 
being made by the board of education architectural de- 
partment, 245 Ninth avenue, North. 

James Leck Co., 211 South Eleventh street, Minneapolis, 
Minn., was awarded the general contract on the 3-story, 
90x100 ft. addition to the Minneapolis Institute of Arts 
building at Twenty-fourth street and Stevens avenue, 
South, to cost $200,000. Contracts for the plumbing and 
heating will be awarded later. Wm. Channing Whitney, 
1200 Second avenue, South, is the architect. 

A cold storage plant of 3 stories with 10 separate 
stores in the building, each with a refrigeration plant, 
to be leased to outside firms will be built in the St. Paul- 
Minneapolis midway district by the Luley Abattoir Co. 
567 North Cleveland avenue, St. Paul, to cost $200,000. 
A. F, Gauger, 605 Exchange Bank building, St. Paul, is 
the architect. 7 

Plans are being made by Slifer & Abrahamson, 594 
Endicott building, St. Paul, for a 2-story Sunday schoo0l 
at Capitol and Snelling avenues for the Hamline Meth- 
odist Episcopal church, to cost $150,000. G. H. Zentz is 
the pastor. 

The Mesaba Plumbing & Heating Co., Coleraine, Minn. 
has been awarded the plumbing and heating contract on 
the health service building at the state farm schodl, | 
Crookston, with a bid of $6,987. C. H. Johnston, 715 
Capital Bank building, St. Paul, is the architect. 

R. L. Anderson, 1015 Commerce building, St. Paul, 
Minn., was the low bidder on the plumbing system and 
Frank Eha Heating Co., 1558 Selby avenue, the low bid 
der on the heating system for the Macalester colleg¢ 
dormitory at Snelling and Lincoln avenues. 
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At the recent annual outing of the Queens Borough Branch 
of the Greater New York Master Plumbers’ Association.— 
Top row, left to right: L. Moore, manager of Cliff street 
branch and J. H. Ewald, manager Jamaica, L. I., branch, both 
of W. A. Case & Son Mfg. Co.—Middle row: John Rogers, 
president Queens Borough Association, and B. Joseph O’Don- 
nell, National Trade Extension Bureau field representative. — 
Bottom row: J. Flemm, vice-president Queens Borough Asso- 
ciation, and Harry LaCroix, president Greater New York 
Chapter No. 2, National Association of Plumbing and Heating 
Salesmen 


The St. Paul Lutheran hospital society is having plans 
made by Silas Jacobson, 639 Endicott building, St. Paul, 
Minn., for a 5-story, 140x210 ft. hospital to be built at 
Robert street and University avenue, in that city. 

M. M. Peaslee, Stillwater, Minn., has been awarded the 
plumbing and heating contracts on the 4-story hotel being 
built in that city by the Stillwater Hotel Co., with bids 
of $10,630 and $7,695, respectively. 

Bids for plumbing and heating will soon be taken on a 
4-story, 50x300 ft. dormitory at Winona, Minn., for the 
St. Theresa College, to cost $150,000. C. H. Johnston, 
room 715, 360 Robert street, St. Paul, is the architect. 


Work will begin this fall on a dormitory at Northfield, 
Minn., for the Carlton College, to cost about $200,000. 
Holmes & Flinn, 8 South Dearborn street, Chicago, are 
the architects. Donald J. Cowling is president of the 
college. 

The Des Moines, Ia., board of education is having plans 
made by Proudfoot, Rawson & Souers, 810 Hubbell build- 
ing, for the John Callahan junior high school at Thirty- 
first avenue and Center street, to cost $450,000. George 
L. Garton is secretary of the board of education. 

The park board association, of Council Bluffs, Ia., is 
considering plans for a bath house at Gilbert Lake Beach. 
J. F, McAneney is secretary of the park board association. 

The Mason City, Ia., Y. M. C. A. contemplates building 
@ new club house to cost $300,000. The architect has not 
been selected. 

A 3-story, 100x160 ft. church and auditorium will be 
built at Iowa City, Ia., by the Christian church, to cost 
about $400,000. Raymond F. Moore, 401 Granby build- 
ing, Cedar Rapids, is the architect. 
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PABST NIPPLES 











MEAN 
BETTER 


NIPPLES 


So specify PABST Nipples next time. They 
are made from new pipe and with clean, sharp 
threads—no burrs. That means they make up 
right and stay tight. You don’t have to pick 
"em over cause they’re all good ones. 


THE SAME OLD NAME SINCE 
Order From Your Jobber 


1844 











FRED PABST CO., Mfrs. 
917 Chestnut St. , ‘ Milwaukee, Wisc. 











Sell What Your 
Customer Will Buy! 


The ever increasing 
demand for a low-cost, 
non-coal-burning heat- 
ing system for homes, 
schools, churches, ga- 
rages, storc: and offices, 
presents opportunities for 
additional. business for 
you which you can’t 
afford to overlook. 


The Comet is made of 
durable cast iron. Small 
burner, low cost in opera- 


tion and is absolutely 
odorless. Made in several 
sizes and uses artificial 
or natural gas. 











AN OPPORTUNITY 
We can give a protected agency to 
the right man. Write for particulars. 


Manufactured by 


COMET RADIATOR CO. 
2010 Market St. Philadelphia, Penna. 
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N. C. 1570 


NIEDECKEN 
BATH SUPPLY 


Is the Economic Supply 
For the Built-in Bath Tub 





THE 


NIEDECKEN MIXER 


Is the Supply Control 





MOVEMENT OF ONE HANDLE 


A movement of the handle gives water 
at the desired temperature almost in- 
stantly. 


SAVING HOT WATER 


The Niedecken Mixer can be set to a 
predetermined temperature; thus avoid- 
ing waste of hot water. 


EVERLASTING 


The Niedecken Mixer is constructed so 
that the few parts subject to wear can 
easily be replaced, and as a screw driver 
is the onlv tool necessary to take it apart, 
repairs that are seldom required are 
easily mads making the Mixer practically 
everlasting. 


Write for Bulletin D. 10-X. 


HOFFMANN & BILLINGS MEFG.Co. 
WAaUuUK EC E 


mik ._ & S&S A. 
































At the recent annual stag frolic of the Master Plumbers’ 

Association of Buffalo, N. Y.—Top picture: Start of the 

wheelbarrow race.—Middle picture: M, A. Zurn and E, M. 

Rieger, both of J. A. Zurn Mfg. Co., Erie, Pa., and F, J. 

Peterson, of Sloan Valve Co.—Bottom picture: Some of those 
who enjoyed the corn roast 


The Halligan Plumbing Shop, Jamestown, N. D., has 
awarded the general contract to E. A. Moline, for a 
2-story, 25x80 ft. brick and tile plumbing shop, to cost 
about $15,000. 

The heating contract on the bakery plant of the J. B. 
Blood Co., 94 Summer street, Lynn, Mass., has been 
awarded John E. Chatman, of Boston. G. A. Schaefer, of 
Lynn, has secured the plumbing contract. 

J. F. Morgan & Son, of Lynn, Mass., have been awarded 
the heating and plumbing contracts on the new bank 
building of the Lynn Institution for Savings, 25 Exchange 
street. 

The Cleghorn Co., 54 Batterymarch street, Boston, 
Mass., has been awarded the heating contract on the new 
dormitory for Harvard University at the Harvard group 
on Longwood avenue, Boston. 

C. A. Hill & Co., Andover, Mass., have been awarded 
the heating and plumbing contracts on the public library, 
in that city. 

Reardon Brothers Co., Lynn, Mass., has been awarded 
the heating and plumbing contracts of the new municipal 
building for the town of Webster, Mass. 

The town of Falmouth, Mass., is to install a new water 
supply system and the contract for the construction of 
the water works has been let to Vincent Calabrese & Sol, 
15 Free street, Milford, Mass. Richardson & Gray o | 
Boston, Mass., are the architects. 

Fay, Spofford & Thorndike, 44 Bromfield street, Bostot, 
Mass., architects, are preparing plans for a new pumpinés 
station for the city of Gloucester, Mass. It is expected | 
the plans will be ready by October 15. 





The Standard Engineering Co., 112 Second avenue, 
North, Nashville, Tenn., has been awarded the _ heatiné 
contract on the remodeling and enlarging of the buildiné 
at Sixteenth avenue, South, and McGavock street. 
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Charles ‘D. Bailey, of Montgomery, Ala., has been awarded 
the plumbing contract on the $307,000 addition to the 
First National Bank, in that city. The Price Heating Co., 
also of Montgomery, has been awarded the heating con- 
tract on the same building. 

Hamilton Brothers, of Gulfport, Miss., have been 
awarded the plumbing and heating contracts on the 
$25,000 office and clinic building for Dr. W. A. Dearman, 
of Long Beach, Miss. 


The General Installation Co., of Ocala, Fla., has been 
awarded the plumbing and heating contracts on the $90,- 
000 community hotel building at Apopka, Fla. 

The Francis & Hartmaier Co., of Clarksville, Ark., has 
been awarded the heating and plumbing contracts on the 
$150,000 men’s dormitory at the College of the Ozarks, 
in that city. 

Chastaine & Habacker, Masonic building, Paducah, Ky., 
have been awarded the plumbing contract on the remodel- 
ing of 34 dwellings, in that city. : 

R. C. Cogdell Plumbing Co., Abilene, Tex., has been 
awarded the plumbing contract on the $50,000 addition 
to the Citizens National Bank, in that city. 

A. F. Stewart Construction Co., First National Bank 
building, Oklahoma City, Okla., has been awarded the 
plumbing and heating contracts on the $52,000 school 
building at Mountain View, Okla. 

The Braden-Hudson-Wangler Co., 205 East Commerce 
street, San Antonio, Tex., has been awarded the heating 
contract on the high school building, at McAllen, Tex. 











At the annual picnic of the Chicago North and Northwest 
Side Master Plumbers’ Pleasure Club, held recently at Way- 
side Park.—Top picture, left to right: H. G. Hoyt, J. A. 
Bargetz, C. R. Boulter and S, M. Murdoch, all of National 
Plumbing and Heating Supply Co.—Middle row: P. W. Zeid- 
ler and H. C. Ledig, both of Paul Supply Co.; Joseph W. 
Cannon, Sr., president, Plumbing Contractors’ Association of 
Chicago, and William J. Lang of Chicago, director, National 
Association of Master Plumbers.—Bottom picture: Victorious 
salesmen’s baseball team.—Front row: H. Stift, S. Straus, 
F. MeMahon, M. Wagner; back row, F. Binder, C. Rouzer, C. 
E. Price, F. Wagner and C. Johnson 


DOMESTIC ENGINEERING 101 


INSURANCE 


AGAINST FLOODED BASEMENTS 
GERGRRRECRESERERTE SRE eRE RS 


Where the Signet Drain is installed there can # 
be no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, gas and germs. 


G88 BABB 


Always works. & 
Nothing to get out 
of order. Brass 
working parts sub- 
merged. 


( 


GF BE) Be 


ok 
The Signet is clean, 
sanitary, simple, dur- & 
able and efficient. * 


x 






Pat. Dec. 3, 1914 


Write for 
Details 
7 


(FG a 


Schook 


In schools where sanitation {s so im- 
aan portant radiators should be wall hung 


with Little Giant Hangers. Legless radi- 
Hl tv ators suspended from the wall do not allow 
$2 ih dirt and waste to gather under them. 
The Little Giant is a one bolt adjust- 
| able hanger made to support great 
weight without showing any strain. 
“— to Be a7 mane cA peseees ; 
distributed by United States Radiator 
a“ Corporation. 


Sold_by All Leading Jobbers 


Little Giant Mfg.Co. 


1927-31 Nicollet Ave. Minneapolis, Minn. 


Brass Co. oe 


# 
* 
Crampton-Farley 
Kansas City, Mo. *) 
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No. 9 





This Plate is a big favorite 
It goes on easily, looks well and it lasts indefinitely. 
Besides that, the price is low. 
Why shouldn’t it be a best seller ? 











The Beaton é-Corbin Mfg. Co. 


yh ee 











RAYMOND’S 
Lead Roof Flanges 


are not CAST —but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 
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The Laders Heating & Plumbing Co., 137 Tuckle street, 
Atlanta, Ga., has been awarded the heating contract on 
the dormitory and administration building at Columbia 
Theological Seminary, in that city. 

Kinnison Brothers, of Dallas, Tex., have been awarded 
the heating contract on the Woodrow Wilson high school 
in East Dallas, with a bid of $73,125. <A. S. Pierce & 
Son, also of Dallas, have been awarded the plumbing 
contract on the same building, with a bid of $31,500. 

F. L. Gay, San Benito, Tex., has been awarded the 
plumbing and heating contracts on the auditorium and 
high school building, in that city, with a bid of $10,000. 

J. J. Votaw, of Tulsa, Okla., has been awarded the 
plumbing contract on the $54,765 First Baptist church, 
at Holdenville, Okla. 

The Erath Plumbing Co., of Sapulpa, Okla., has been 
awarded the piumbing contract on the $50,000 Sunday 
school building for the First Methodist church, South, 
in that city. 

C. J. Montagna, 2913 Colonia avenue, Norfolk, Va., has 
been awarded the plumbing and heating contracts on the 
$65,000 jail at Suffolk, Va. 

The Miami Plumbing Co., 1158 N. E. First avenue, 
Miami, Fla., has been awarded the plumbing contract on 
50 Spanish type dwellings for the Rose Lawn Realty Co., 
at Hialeah, Fla. 

An Orpheum theater will be built by the Waterloo 
Orpheum Co., Geo. E. Pike, secretary, 7th floor, Caward 
building, Waterloo, Ia., at Fourth street and Commercial 
avenue and will cost $350,000. The architect has not 
been selected. 

The Standard Plumbing & Heating Co., of Portland, 
Ore., will install the plumbing and heating systems in a 
$60,000 apartment house at 783 Johnson street, that city. 


October 2, 1926 


McLean & Cousens Co., of Boston, Mass., has been 
awarded the plumbing contract on the additions to the 
high school at Newton, Mass. 

The Pate Co., 2017 Fourth avenue, North, Birmingham, 
Ala., has been awarded the heating and plumbing con- 
tracts on the $250,000 apartment building for the LaSalle 
Development Co., in that city. 























At the first joint outing of master and journeyman plumbers 
of Warren, Ohio, held recently at Parkman, Ohio.—Top pic- 
ture, left to right: A. G. Blake, T. V. Craig and F. M. Cox, all 
of Standard Sanitary Mfg. Co., Youngstown, Ohio.—Bottom 
picture: H. J. Welsh, Ohio State Supply Co., Youngstown; 
> L. Snyder, Walworth-Ohio Co., Youngstown; S. Miller, 
Trumbull Plumbing Supply Co., Warren, and D. Miller of 
New York City, a guest of the association 





BOOSEY’S 
Seepage 






Shower 


Traps 


can’t leak. A lead pan secured 
to the trap by a calked joint pre- 
vents ieaking. These traps are 
the best buy on the market for 


thorough protection. 


The Greenwood Mfg. Co. 


5140 Hamilton Ave., 
Detroit, Michigan 


























Leonard Thermostatic 
Water Mixing Valves 




















Type L-9 Water Mixing Valves are furnished for 
either exposed or concealed piping. 

Easy to operate, absolutely reliable. Anti-scalding 
and anti-chilling. 

Can be set to range from tepid to warm and use of 
water in another part of house will not affect tem- 
perature of water from the shower. 

Our booklet describes and gives roughing-in dimen- 
sions for all sizes Leonard Valves. May we send you 
a copy? 











Manufactured by 


LEONARD-ROOKE COMPANY 


Incorporated 
PROVIDENCE 32 RHODE ISLAND 
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S: wimming - Pool News 


H. B. Springs has made plans for a 100x185 ft. swim- 
ming pool in connection with the recreation center at 
Myrtle Beach, S. C. 

Roy Hamilton is chairman of the committee of the Elks 
club, Madison, S. D., which is in charge of arrangements 
for the construction of a swimming pool in that city. 

The Bath & Tennis club, West Palm Beach, Fla., has 
awarded the contract for the construction of a swimming 
pool. 

The city park commission, of Muscatine, Ia., of which 
G. M. Titus is clerk, is about to let the contract for the 
construction of a combined wading pool and skating rink 
in Musser park in that city. 

Ole Hanson is having plans prepared for a beach club 
at San Clemente, Calif., to include an outdoor swimming 
pool and a triangular shaped wading pool for children. 

Petitions have been circulated in Clyde, Kans., asking 
the mayor and city council to take the necessary steps to 
construct a municipal swimming pool and have it ready 
for the swimming season next year. Business men are 
signing the petition, and it looks like the movement will be 
carried to a successful conclusion. 

Among the striking features in the building of the 
new Sea Breeze Beach club of Santa Monica, Calif., will 
be a Grecian swimming pool. G. Francis Harris, secre- 
tary of the club, has announced that negotiations are 
under way with David Edstrum, the well-known sculptor, 
to place a number of his works of Grecian art along the 
sides of the pool. The pool will measure 55x125 ft., and 
no care nor expense is being spared, according to Mr. 
Harris, to make it most artistic and attractive. 

















At the annual convention of the California State Association 
of Master Plumbers, held recently at Los Angeles.—Top pic- 
ture, left to right: Samuel Wilson, G. F. Radcliffe and G. W. 
Schulze, all of San Diego.—Middle picture: Edw. Roeth and 
Roy Benedict, both of Pasadena.—Bottom picture: William 
S. Sagar, G. F, Damon and E. W. Phillips, all of Los Angeles 
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Install a McDermott 


3-in-1 
Sand Trap 
Gas Eliminator 


Floor Drain 


The McDermott Self-Paying Sand 
Trap and Floor Drain is the most 
sanitary device of its kind on the 
market. For garages, boiler rooms, 


comfort stations and showers it has 
no equal. 


All sand that is washed into the drain 
settles at the bottom of a removable 


bucket, while top and bottom vents 
eliminate all gas fumes. Endorsed 
by Fire Underwriters and Boards of 
Health everywhere. 


Full details on request 


The Eastern 


Foundry Company 


Boyertown, Pennsylvania 
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Freedom from trouble 
is an important con- 
sideration in hollow 
ware; and our inspec- 
tion standards insure 
trouble-free perform- 
ance from every Jones 
product. 










Write us for details. 


Jones Hollow Ware Co. 
Baltimore, Md. 


Fig. 413 
Harris Slop Sink 


HIGH QUALITY 


HARTMAN INGOT METAL CO. 
SMELTERS & REFINERS 


METALS 


Telephones 2511 to 2525 West 21st Street 
Lawndale 3635—0827 CHICAGO 
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George F. Johnson, of the Endicott-Johnson Shoe (Co, 
has given the city that bears his name, Johnson City, 
N. Y., $50,000 for the construction of a swimming pool 
and bathing house. The new pool will be of concrete 
construction 300x100 ft., and will range in depth 












from 9 in. to 9 ft. It will accommodate 1,000 people, 
This gift is a personal one by Mr. Johnson, and is inde. 
pendent of the improvements planned by the Endicott. 
Johnson Co., in Johnson Park. 

The Birmingham park and recreation board, Birming.- 


ham, Ala., will enlarge the swimming pool in Woodlawn 
park in that city. 








Business Ci hanges 


The Barber Plumbing Co., of Houston, Tex., recently 
moved into its new home at Bell avenue and Paige street. 





Ray B. Marsh, Inc., Hartford, Conn., formerly located 


on Grove street, in that city has moved its plumbing 
business into new quarters at 55 Allyn street. 








Don't Be Content 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SI MP LE x” 
All Lead= Copper Galvanized 


ron 


Every Flashing Adjustable 
Every Flashing Perfect 





Manufactured only by 


SIMPLEX MFG. COMPANY, 213 W. Austin Ave., Chicago 











UMBING 
PECIALTIES 


\ We've been at it long 


enough to know how to 
makecastiron specialties. 
And the Washington 
Metal line is complete! 


Order through 
your jobber 














Fig.7. Deep Pattern Cesspool 
Write for Catalog 


The Washington Metal Products Co. 
Washington, C. H. Ohio 












































W. M. Walker has retired from the East Side Welding 
& Plumbing Co., Portland, Ore. 


S. Szanik has moved his plumbing and heating business 
from 1714 O'Farrell street to 1834 Geary street in San 


Francisco, Calif. 


The Grossman Plumbing Co. has been incorporated, 
with a capital stock of $3,000, and succeeds to the plumb- 
ing and heating business of Hyman Grossman, 1970 
Gratiot avenue, Detroit, Mich. 


ethan o> 


& 





At the annual outing of the St. Louis (Mo.) Association of 
Master Plumbers, held recently at Ramona Park.—Top row, 
left to right: Paul Gabelman and A. L. Pehn, both of Web- 
ster Groves, Mo., and Oscar Sutter of Overland, Mo=—Second 
row: James E. Moore, Mrs. E. Blodgett, Mrs. Henry Moore and 
Henry Moore.—Third row: Miss Helen McCue, J. J. McCue 
Billy McCue, Mrs. J. J. McCue and Miss Grace McCue.—Bottom 
row: Mrs. R. C. Reimers, Ruth Reimers, Miss Sally Speisser, 
Mrs. Margaret Reimers, Miss Birdie Reimers and) F. C: 
Reimers 
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T HERE has been something on 
our chest for some time that we 
would like very much to have settled. It sounds 
as though we were responsible for the decision of a world 
problem, doesn’t it? Thank goodness it is not that bad. 
The thing we want to know is—what do YOU think of 


Blackboard Epigrams. If you are not reading this col- 
umn for the first time you know that we supply seven 
epigrams at the bottom of this page each week. We try 
to bring out the advantages to be derived from using 
epigrams in advertising and to suggest different methods 
of displaying them so they will add to the attractiveness 
of the show window and draw the attention of the great- 
est number of people possible. 

Getting back again to our question. If you use epi- 
grams in any manner whatsoever we would like to hear 
from you the first time you have a spare moment. Tell 
us your experiences with epigrams and give us your per- 
sonal opinion as to whether or not they are worth while. 
Perhaps you have a photograph of your epigram dis- 
play—if so we would greatly appreciate your sending it 
to us. If it is suitable for publication, as it no doubt 
will be, we will be more than glad to pay you for it. 

It is unnecessary to speak of the cost of using epigrams 
to those who have been employing them right along. In 
fact the epigrams do not cost a cent, as we supply seven 
of them each week. The only expense involved is the 
small cost for the materials with which to construct the 
blackboard, and this is so small that it should not stand 
in the way of anyone desiring to give Blackboard Epi- 
grams a trial. 

Here is next week’s quota: 













Many are called and more are bluffed. 
* * * 


Men with sound judgments generate a lot of silence. 
- a * 

To the political victor belong the broils. 
LJ * * 

Optimism and dyspepsia are not on speaking terms. 
* * * 


It’s a waste of the other fellow’s time to talk foolishly. 
* * os 
A woman can throw a hint straighter than a man can 
throw a rock. 
* * * 


Success has no time to stop and offer an apology. 





The State School & Home for Feeble Minded, Red- 
field, S. D., will soon begin the construction for a $25,000 
addition to its central heating and power plant. 


Jackson, Minn., has voted to grant a franchise for a 
central heating plant. B. H. Strom is city clerk. 
The city of Syracuse, N. Y., is building a central heat- 
ing plant at a cost of $350,000, for the municipal garage 


and police precinct station. Two boilers will be installed, 
one to be held in reserve as an auxiliary. 












































































CABCO Gas-Steam Radiators 


can be used as part of the regular heating 
system. The vented CABCO model shown 


here will furnish instant heat. Perfected 
combustion—unaffected by down drafts. 


Our Bulletin is ready—write for it. 


CABCO IRON 
WORKS, Inc. 





Mas. 


Gowanda, 
























inges of the 
Better Kind 












Hinge No. 100 — Close-Ruf 







GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 








Hinges for all types of toilet seats 
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Bath a Day Movement 


No industry can hope to progress unless it carries on a constant 
educational program. There are new groups of people constantly 
their own homes. The Bath a Day 


needing to be informed of those serv- 
16 ] ices which an industry performs for 
Campaign has been cited as one of the 
most constructive pieces of work ever done for any industry in 


them—people who are raising their 
the way of educational effort. See to it that there is such a cam- 


standards of living, who have reached 
the age when they are establishing 
paign rolling up results in your community. 





children of school age the message of better health 
through more frequent bathing. Children are the crit- 
ics of the home. They are responsible for far more of the 
improvement in living conditions than is usually thought. 

They are constantly seeing things which are new to 
them—learning things. which are novel to them. And 
they have the instinctive tendency to imitate. If they 
hear of a thing they want to have it or do it. 

Put “The Story of the Bath’’ in the hands of the 
students of your local schools. They will help you to 
put over your service of sanitation. One hundred and sixty 
cities and towns in the United States are today using 
this booklet as supplementary reading in the classroom. 
Is your city in that list? If it isn’t, you are neglecting a 
tremendous educational force to help you build a better 
and bigger business. 

Ask for a free copy of ‘The Story of the Bath” and full 
particulars of the Bath a Day campaign. 


Y ai cannot do better than to put intothe hands of 


PHILADELPHIA TRADE SCHOOLS ANNOUNCE YEAR'S 
PROGRAM 


Robert H. Pflug-Felder, secretary of the Master Plumb- 
ers’ Association of Philadelphia, has sent out a condensed 
schedule of the work to be taken up by apprentices ait the 
Philadelphia evening trade schools, which opened in Sep- 
tember with classes on Monday, Tuesday and Wednesday 
evenings. The first year the shopwork includes care of 
tools, solder and fluxes, and wiping round and branch 
joints on 5% inch copper and lead pipes, while the theory 
takes up the uses of plumbing materials and fixtures; 
traps, fixtures, fittings, water closets, ventilation of drain 
and soil pipe systems; tests and the study of related 
mathematics. 

Shop work the second year includes solder joint wiping 
on large diameter pipe, flange and ferrule joint bending, 
and dressing lead waste pipe. Theory: sewer connections; 
home drainage, siphonage, atmospheric pressure, loss of 
trap seals; water and gas supply; hot water supply, air 
chambers, air lock; by-passing, blow-off tanks; evapora- 
tion; condensation and distillation. 

After the second year, there is no shop work, theory 
for the third year consisting of sources of water supply; 
pollution of water supply; pumps, hydraulic rams; ele- 
mentary principles of steam and hot water heat; sewage 
disposal for country houses; the planning of drainage and 
construction; the correction of defective heating plans, 
The final year a review of the theory for the first three 
years, the plumbing code, advanced construction, esti- 
mating, taking off bills of material, and specifications 
will take up two nights a week, the third night being 
devoted to bookkeeping. The registration deposit is $1, 
and shop fee $2. This is the only expense, except for 
text books. 





GOULDS PUMPS 


include a type and size of Water System 
for every home and every need. Each 
system is self-starting, self-stopping and 
self-lubricating. Goulds design and con- 
struction means less servicing and greater | 

| 


satisfaction. 









Write for interesting lit- 
erature illustrating and 
describing the complete 
Goulds line — NOW. 

W-210 


GOULDS PUMPS, Inc. 


SENECA FALLS N. Y. 














The THERMOTROL 


The past heating season has proven the 
efficiency of the Thermotrol and demon- 
strated its qualities as a room tempera- 
ture regulator. 


We now announce the new model Therm- 
otrol, improved in appearance, more 
smooth in operation, yet maintaining 
the same principle as the original 
Thermotrol. Write for Bulletin No. 38. 


STERLING ENGINEERING CO. 


1636-44 Holton St. Milwaukee, Wisc. 
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FOR OUR LIMERICK FANS 
Now that the cool weather is here, another Limerick Season 
opens. The first one we print presents a fascinating problem 
in human characters. You can’t always tell how a boy is 
going to turn out. What do you think became of the good 
boy in our Limerick? 


| 
| 
| 
| 
| 


Two boys once lived on Cape Hood, 

One was bad and one very good, 

But the bad one, whose promise was sinister, 

Turned out a very good minister 

You probably remember among the kids, good ones and bad 

ones. Some stayed good and some stayed bad; but occasion- 
ally they grew up into very different men. Our bad boy 
above seems to have changed his spots. What do you think 
the good one did? Was he, too, a pillar of society, or did 
he turn into a Florida real estate man? Last lines must be 
in by October 11. Rush them along! 


THE RIGHT WIFE 

A Scotchman, wishing to know his fate at once, telegraphed 
a proposal of marriage to the lady of his choice. After 
spending the entire day at the telegraph office, he was finally 
rewarded late in the evening by an affirmative answer. 

“If I were you,” suggested the operator when he delivered 
the message, “I’d think twice before I’d marry a girl that 
kept me waiting all day for an answer.” 

“Na na,” retorted the Scot. “The lass who waits for the 
night rates is the lass for me.” HAYSCO SPIGOT. 


The Sphinx looked out over the world and sighed. “For 
centuries,” it said, “I have striven to understand the why of 
knockknees without success. And now mere man has solved 
the riddle—look at the Charleston.” 
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Said a stubborn young man from Virginia 
To the girl of his choice “I'll continia 
Proposing, although 
Twenty times you've said ‘Nough!’ 
But I'll persevere, dear, till I winnia.” 


THIS HAPPENS AT LEAST ONCE A YEAR 
“Have a cigar?” 
“No, thanks—-sworn off smoking.” 

“Well, put one in your pocket for tomorrow.” | 
T. D. L., Tulsa, Okla. | 


THE LAY OF AN EGG 

A farmer’s wife shipped a crate of eggs to a wholesale 
house in the city. Before doing so she wrote on each egg, 
‘I got two cents for this egg. What did you pay for it?” 
And she added her name and address. 

A year later she received an answer. It was written on 
the highly decorative stationery of an actor. 

“My dear madam,” he wrote, “while playing the part of 
Hamlet in the Far West recently I received your egg for 
nothing.” 


“SY” SAYS 


When a girl decides to marry a struggling young author, 
said author might just as well stop struggling. 


The only man who really needs to know a little about 
everything is a buyer for a drug store. 








In an argument as to brains between two negroes, the 
following statement won out: “Hesh up, boy! Ef yo’ brains 
was dinamite, n’ dey doubled ever’ second fo’ a hundred yeahs 
an’ den dey ‘sploded, dey wouldn’t blow yo’ hat off on a 
Windy day.” “SY” MARTIN, Owensboro, Ky. 


She was so dumb that she asked what the Tower of Pisa 
did to make it lean. titi 


| 
| 





Practical 
Manual 


Gives not only the details 
of the methods of con- 
struction, design and 
installation of heating 
systems, but also com- 
pletely explains the prin- 
ciples upon which they 


are based—so clearly 
that any heating man 
can understand it. 


A Few of the Many 
Things It Explains 


The Practical Manual explains all the funda- 
mental laws governing boiler and radiator heat. 
It begins with the chimney, an important item 
in the successful operation of a plant, and ex- 
plains all the elements that affect the draft. It 
gives various methods of figuring radiation; ex- 
plains what causes heat loss and how to deter- 
mine the amount of radiation to counteract this 
loss. 


It explains and illustrates in detail the construc- 
tion of boilers, showing the evolution of heating 
boilers. It explains the different effects ob- 
tained by using coal as fuel and how to figure 
the results to be obtained from a given boiler 
with a given quality of coal. 


It explains the heating value of various kinds of 
fuel. It contains a valuable chapter on radia- 
tors. Vapor heating systems are described in 
detail. The fundamental principles on which 
aJ] vapor systems are based, are given. Vapor 
pump heating systems and Vapor-Vacuum Sys- 
tems are analyzed and described. 


The book is illustrated throughout. In ‘some 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it 
so clearly that any steam-fitter or plumber can 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 
heating. 


Price $3.00 Postpaid 


Published by 


Domestic Engineering 
BOOK DEPARTMENT 


1900 Prairie Ave., Chicago, III. 
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Health-o-Meter 
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Automatic Bathroom Scale 
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Every home should have one of these automatic bath _ 
room scales. DOCTORS RECOMMEND THEM for 


daily weighing. 
Display one in your window and increase your sales! 
Full details on request. 


Continental Scale Works 


5701 S. Claremont Ave. 
Dept. 68-K CHICAGO, ILL. 
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of Uniondom— 


The Ace—An all brass octagon shaped 
union. 


The King—A malleable iron union 
with a brass end. 


The Queen—A malleable iron union 


with inserted brass seat. 


ACE » KING » QUEEN 
UNIONS 





KING UNION COMPANY = 
RHODE ISLAND 


HILLSGROVE tt Serseeene: 











PATENTS 


Heatin g Department 


1,597,045. Oil Burner. Thomas A. Biggs, Sioux City, 
Iowa. In an oil burner, a hollow base, upwardly extending 
air flues communicating with said base at the sides thereof, 
an oil-retaining bowl supported in the center of said base, 
an enclosed air dome supported at the upper ends of said 
air flues and communicating therewith, said air dome 
having a discharge opening in its lower wall, a sleeve 
surrounding said opening and extending upwardly within 
the dome, and a plate encircling said sleeve and extending 
over the upper ends of the air flues and spaced from the 
side wall of the air dome. 
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1,597,045. # 1,597,348. 





1,597,348. Method and Means for Control of Tempera- 
ture. Charles L. Fortier, Milwaukee, Wis., assignor to 
Johnson Service Company, Milwaukee, Wis. In a tem- 
perature control system of the compressed air type, a pipe 
or conduit ‘for the compressed air; a three-way valve in 
said conduit for alternately opening and closing said 
conduit to permit or prevent the passage of air to the 
actuating motor of a heat-control valve; a pneumatic 
motor in communication with said air conduit for actuat- 
ing said three-way valve, provided with two vents, the 
opening of either of which will vent the motor and permit 
a return movement of its movable wall; a valve for sealing 
and unsealing one of said vents, carried by a member 
movable in sealing and unsealing directions in response to 
rise and fall of temperature; a second valve for sealing 


_and unsealing the other of said vents; pawl and ratchet 


mechanism for effecting the alternate sealing and unseal- 
ing of said second vent by successive step-by-step advances 
of the ratchet; a second pneumatic motor in communica- 
tion with the air conduit, serving to actuate said ratchet 
mechanism in response to alternate decrease and increase 
or restoration of pressure in said air conduit; and means 
for temporarily varying the air pressure in said conduit 


and restoring it to normal. 
s a = 


1,597,721. Radiator or Heater. Willis H. Carrier, Essex 
Fells, N. J., assignor, by mesne assignments, to Carrier 
Construction Company, Inc., Newark, N. J. A tubular 
radiator comprising a plurality of radiating tubes, headers 
for the opposite ends of said tubes, each header compris- 
ing a shell which is open along one side and is formed 
with a partition having one edge extending along the 
open side of the shell, and a flexible tube plate in which 
the tubes are secured and which closes the open side of 
the shell and is adapted to bear against the edge of sald 
partition to form a plurality of compartments in the 
header, each communicating with a portion only of the 
tubes, and tension means acting on said headers to hold 


said partitions against said tube plates. 
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1,597,733. Radiator or the Like. Lawrence C. Soule, 
Caldwell, N. J., assignor, by mesne assignments, to Carrier 
Construction Company, Inc., Newark, N. J. A radiator 
comprising upper and lower headers connected by radiating 
tubes, said headers having outwardly projecting flanges, a 
protecting frame for said radiator, spaced members at the 
lower portion of said frame between which the lower 
header is confined and on which the flanges of said header 
are adapted to bear to support the radiator, and spaced 
members at the upper portion of said frame between which 
the upper header is loosely confined and against which 
the flanges of the upper header are adapted to bear. 
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1,597,721. 1,597,733. 1,598,385. 


1,598,385. Pipe Hanger. Ralph Edward Ogden, Moun- 
tainville, N. Y., assignor to J. Edward Ogden, Mountain- 
ville, N. Y. A pipe hanger comprising a pair of hingedly 
connected, sheet metal straps, channeled in section and 
having enlarged semi-cylindrical end portions provided 
with inwardly directed flanged ends, said ends having a 
central opening therethrough for receiving a bolt shank. 

* x * 

1,597,853. Setting Device for Temperature-Control 
instruments. Arthur J. Otto and Carl A. Otto, Milwaukee, 
Wis., assignors to Johnson Service Company, Milwaukee, 
Wis. The combination with a temperature control system 


including a pressure fluid supply line and a plurality of 





















































1,597,353. 


pressure fluid controlling thermostats, each connected 
with said line and each including means for changing its 
adjustment operable by a wave of abnormal pressure in 
said supply line; of valve means operable to initiate a 
change of pressure in said line; and automatic means 
Tesponsive to the resulting change of pressure and serving 
to restore normal pressure in said line. 
* * * 

1,597,720. Radiator or the Like. Willis H. Carrier, 

Essex Fells, N. J., assignor, by mesne assignments, to 
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Your Reputation 
and Koven Products 


To maintain trade you give to your customers the 
best of everything—service, good workmanship and 
most important, superior products. 

Guarantee your reputation by installing Koven 
products on every job that calls for sturdy, permanent 
and serviceable dake and drains. 

The Scullery Sink illustrated below is made in 
four stock sizes of No. gauge steel, galvanized 
after fabrication. Special sizes made to order with or 
without drainboards or partitions. Write for catalog. 


L. O. KOVEN and BROTHER, Inc. 
154 Ogden Avenue, Jersey City, N. J. 


New York City Warerooms 
50 Cliff Street 
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Another Great Hotel Will Have 
All the Hot Water it Needs! 


One of the great- 
est engineering tri- 
umphs in American 
building history has 
just been crowned 
in Chicago with the 
opening of the New 
Bismarck Hotel. In 
this magnificent 
structure there is a 
model hotel of 19 
stories with 600 
outside rooms, an 
office building of 
22 stories and a 
= gorgeous ‘theatre 
having a seating capacity of 2,500. Every last comfort and conven- 
ience has been provided in appointment, in decorations, in service. 

As would be expected, the engineers and management pro- 
vided for plenty of hot water for baths, showers, sinks, etc. by in- 
stalling the Patterson Hot Water Heater, shown above. 

For forty-five years Patterson Hot Water Heaters have been 
the first choice of engineers and contractors for hotels and other 
large buildings. 

We will be glad to send you Catalog upon request. 


The Patterson- Kelley Co. 


106 East 40th Street, New York, N. Y. 


Hot Water 
Heaters 
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A “BUCKEYE?” Die Stock | 


—and a single man cutting a 
thread on 6 inch pipe. 











And when cut is finished there is no laborious 
reversing over threads. The tool is taken right 


off because there is no leader screw, and the dies 





open. 


THE HART MFG. CO. 
2316 E. 20th St. Cleveland, Ohio, U.S. A. 





No Man ls Better 
than His Arteries 


and no hot water heater is better than 
its coils. Small coils, that soon plug 
up, interfere with circulation and 
lesson hot water delivery. 


Big coils—and Paracoil Domestic 
Heaters are noted for big coils— 
assure long life and real hot water 
satisfaction. 





Paracoil Heaters are guaranteed both as to 
workmanship and performance. The coils are 
seamless drawn copper. There are no brazed 
joints, no chance for rust. The construction is 


simple and the installing is simple. 
Write us for prices and installation data. 
DAVIS ENGINEERING CORP. 


90 WEST STREET NEW YORK 
Factory: Elizabeth, N. J. 


Also Mnfrs. 
Apartment 


House Size 


taneous Water Heater 


Water 
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lating thermostat; pneumatic means for shifting sald 
thermostat between two settings; and electrical means 


action of said pneumatic means. 


| Heaters supply conduit, a supply chamber elevated above the 
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Carrier Construction Company, Inc., Newark, N. J. Ing 
radiator or the like, the combination of opposite tuby 

headers having open sides facing each other, a flexiby 
tube plate secured to each header and closing the ope 


side thereof, a plurality of spaced tubes fixed at they 


ia RRR E EER WAR war| 


a =a 


- 1, 597, 7,720.7 P 
ends in said tube plates and forming fluid passages com 
necting said headers, and end braces connecting said he; : 
ers at their end portions, said end braces being of chann 
shape cross section and having yielding connections wit 
said headers which permit relative movement of thé 
headers due to the expansion and contraction of gs 
radiating tubes. 
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1,597,774. Temperature Regulation. Parker Dodge, 
Somerset, Md., assignor to Johnson Service Company, Mik 
waukee, Wis. The combination of a temperature-regu 








for maintaining one of said two settings regardless of the 


* * * 


1,598,336. Liquid-Fuel-Burning Apparatus. Arthur H. 
Ballard, Boston, Mass., assignor to Ballard Oil Burning 





1,598,336. 


Jquipment Company, Boston, Mass. In a liquid fuel burt 
ng apparatus, the combination with a burner, of a fuél 














The beauty of 
Wall Lavatories is 
further 
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enhanced by the 
use of the 


pedestal leg 


ost 


CONEMAVGH IRON WorKS 


LATROBE,PA. 
































rr 


errr as 


AST Ait ta a a 


a 


ee SS Se 











* 
ee ee agree eee 


— <<. oer 


ae nag 




















DOMESTIC ENGINEERING October 2, 1926 


When Your Phone Rings 
On a Busy Day! 















And Mrs. Smith says she must have 
someone right away to fix the plumbing 
do you laugh or swear? 


Service calls like this spoil a day’s work. 
They often cost more than you can 


charge. 


Install the ‘‘Bull’s-Eye’’ on every job 
and you can cut down these service 
calls as far as water heaters are con- a 

cerned. The ‘‘Bull’s-Eye’’ is solidly i = 
built to work for years without atten- = 

tion under ordinary conditions. It has 
but two main parts securely bolted 
together. A drain faucet on every 
heater makes it easy to keep clean and 
in first class working condition. 


Freedom from service calls is only one 
of its twelve advantages. Write today 
for folder and prices. Please give your 
jobber’s name and address. 


THE DUNHAM COMPANY 


Since 1846 
BEREA, OHIO 


(Suburb of Cleveland) 


Simple Construction 





This is the This is the This is how they 

coil-less Heat Water Jacket. go together. ide 

Chamber. The complete heater 
cut out to show con- 
struction. 


These pictures show the two main parts of the “‘Bull’s-Eye’”’ 
and how they go together. These parts have been cut out 
to show the inside construction. 
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purner, a vented reservoir, means for supplying fuel to 
the chamber from the reservoir in excess of the require- 
ments of the burner, said chamber having an overflow 
conduit extending laterally and downwardly at an inclina- 
tion to the vertical from said chamber to said reservoir, 
the overflow conduit having a capacity in excess of that 
required for the maximum overflow, and providing an air 


yent passage from the reservoir to the chamber. 


Plumbing Department 


1,597,075. Sink Partition. Frank Kelly, Los Angeles, 
Calif. A sink partition of hollow form having yieldable 

















1,597,075. 


sealing means at its edges for engagement with a sink, 
means within said partition for outwardly forcing said 
sealing means into tight contact with the sink, 
operating handle for said forcing means. 
* * a 

1,597,459. Waste Valve. Charles J. Muend, Philadel- 
phia, Pa., assignor to Haines, Jones & Cadbury, Incorpo- 
rated. In a waste valve mechanism, the combination of a 
valve, a valve spindle, a housing for the lower end of the 
spindle, a cylindrical bearing associated with the housing, 
a cylindrical body seated in said bearing, a spring washer 
interposed between one end of the cylindrical body and 
the housing, a fibrous body engaging the opposite end of 


and an 
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the cylindrical body, serving both as a packing and as a 
friction element, a knurled threaded plug as adjustable 
means for exerting pressure upon the fibrous body and the 
cylindrical body, means for actuating the cylindrical body 
and means for communicating movement from the cylin 
drical body to the spindle. 








Water-Closet 
Wilmington, 


Box 
Joseph 


1,597,254. Stuffing for or Hydrant 
Valves, Pumps, Ete. A. Del. 
A stuffing box including a packing chamber having an 
opening in its top, a cap for closing the opening, a rod or 
stem within 
opening and cap, an inturned flange 


Vogel, 


said chamber and extending through said 


on the chamber con 
stricting said opening to a diameter greater than that of 
the rod but less than that of the chamber, compressible 


packing material in the chamber and surrounding the rod 



















SCOIT VALVES 


A COMPLETE LINE OF 


aie BRONZE ea IRON-BODY VALVES 
| BUILT FOR LONG LIFE 


For service which calls for composi- 
tion disc valves, nothing better can be 
purchased than Scott J. D. type. 
Heavy and well proportioned, with the 
metal properly distributed to meet the 
strains of installation and service—of 
high grade bronze—genuine Jenkins 
discs — malleable iron non-heating 





Pr apd wheel —extra strength stems — work- 
an renuest manship critically inspected — all 
Fue. quality factors which commend these =>. No. 70 
valves to discriminating purchasers. J. Et _ 
s. 


SCOTT VALVE MFG. CO. 


DETROIT MIC H. 


‘MAXIMUM SERVICE PER DOLLAR” 


SIGN VALUE 
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Cut Y our Labor 
and Tool Costs 

















PIPE WRENCH fei .rrer write 
THE LAWSON MFG. CO., Cleveland, O. 




















This is the Fire Pot that 
uces Results 





$10.00 I. o. b, 
factory. Twe per cent when cash 
eccompanies the order. 


Ne. 38 ecatnuaien Double Blast DOUBLE B MFG. CO., I 
Gasoline pe ee es Staaniese SS Nerth Chicage, Il 





Vanderman’s 
Steel Tool 
Chests 


AND 


Combination 
Bench Pipe Vise 


Send for Catalogue 


Manufactured and for Sale by 


The Vanderman Mfg. Co. 


Willimantic, Conn. 


SYSTEMS 


are made and guaranteed by 
Delco - Light Company—a 
subsidiary of General Mo- 
tors Corporation. There are 
sizes and types to fit every 
city or farm need—at prices 
from $85 up (f.o.b. Dayton, 
Ohio). Write your name 
and address on this ad and 
mail it to us for complete 
. D-L Water System catalog. 
DELCO-LIGHT COMPANY 

Dept. Q-114 DAYTON, OHIO. 
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and bearing against the under side of the flange, a portion 
of said packing extending into and sealing said opening, 
and a spring-pressed follower in said chamber and op- 
erating to compress the packing material therein, said 
follower being of the same internal diameter as the cham- 
ber and of greater diameter than the flange so as to be 
limited in outward movement by the flange on removal of 
the packing, the opening between the flange and rod 
being of such diameter as to permit withdrawal of the 
packing material when worn and the re-packing of the 
chamber with new packing material through said opening, 
without displacement of the follower, upon the detachment 
of the cap from the casing. 
+ * 7 

1,597,477. Shower-Bath Head. Paul Panhorst, Phila- 
delphia, Pa., assignor to Test-Tite Company, a partnership 
consisting of Paul Panhorst and John G. Zolleis, Philadel- 
phia, Pa. In a bath fixture, the combination, with a water- 
supply pipe, of a spray head, a universal-joint connection 
between said pipe and said head, and means located within 
said head and forming part of said joint for attaching 
and detaching said head, said head including a perforate 
cap removable to afford access to said attaching and de- 
taching means. 






Wl 





1,597,414. Bumper for Water-Closet Seats. Howard 
C. Leslie, Milton, Mass. A bumper for closet seats and 
the like comprising a flat bar having two sharp pointed 
and slightly tapering substantially parallel securing prongs 
struck up from the intermediate part of the bar and hav- 
ing their bases at opposite ends of said intermediate part, 
said intermediate part being bent towards a line connect- 
ing the sharp ends of said prongs, and an elongated body 
of rubber or the like in which all parts of said bar and 
the bases of said prongs are embedded in such relation 
that the sharp pointed parts of the prongs extend from 
one side of said body, substantially as shown, for the 


purpose specified. 
ae = * 


1,597,618. Water Heater. David F. Priser, North Man- 
chester, Ind., assignor to Instant Water Heater Company, 
North Manchester, Ind. A water heater comprising al 
outer casing closed at one end, a hollow header secured 


to and communicating with the other end of the casing 





1,597,618. 


and having a transversely disposed partition therein divid- 
ing the header into a water outlet compartment and 4 | 
steam inlet compartment, an intermediate casing spaced 
from and extending longitudinally within the outer casing 
and having one end in communication with the steam inlet 
compartment, a water pipe extending through the inter- 


mediate casing and having its inner open end commutl- 
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cating with the space between the outer and intermediate 
casings and an annular spacing member closing the inner 
end of the intermediate casing and co-operating with the 
latter to provide a condensing chamber. 
ok * = 

1,598,162. Overflow Closure. Sam Solomon, New York, 
N. Y. In an overflow attachment for tubs, having the 
nozzle of the bath cock overhanging the overflow opening, 
a resilient shell for engaging the margin of the overflow 
opening, comprising a member having a raised central 
portion to provide an outlet chamber between the overflow 
opening and the interior of the tub, the periphery of 
the member being cut away and provided with an upstand- 
ing collar to admit water from the tub above a certain 
elevation above the overflow opening, and a hanger for 
the shell comprising a split sleeve to embrace the nozzle 
of the bath cock and a springy projection integral with 
the sleeve and bent back upon itself and the end of the 
projection being attached to the apex of the shell, the 
tension of the springy projection being intended to hold 
the shell against the margin of the overflow opening. 
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1,598,162. f— 
= 
1,598,166, 
1,598,166. Flush Valve. Clifford W. Stewart, Denver, 


Colo. A flush valve comprising a body portion having a 
cylindrical chamber, a closure for the upper end thereof, 
an inlet port opening into said chamber near the lower 
end thereof, a hollow piston slidable in said chamber, said 
piston being of a slightly smaller diameter than the cham- 
ber so as to permit leakage, said piston having an axial 
cylindrical opening, said closure member being provided 
with a central opening, a valve seat surrounding said 
opening on the lower side of the closure, a downwardly 
projecting cylindrical wall surrounding said valve seat, a 
plunger extending through the central opening, a gasket 
secured to the plunger in a position to engage the valve 
seat, a plug threadedly connected to the inner surface of 
the cylindrical wall, a piston secured to the lower end of 
said plug, said piston being adapted to co-operate with 
the inner wall of the cylindrical opening in the hollow 
piston, and means for permitting liquid to flow into and 
out of the cylindrical opening, said means permitting the 
liquid to flow outwardly at a greater rate than inwardly. 





'P. J. Gallagher, Faribault, Minn., with a bid of $18,650, 
has been awarded the plumbing and heating contracts on 
the high school at Hastings, Minn. Jacobson & Jacobson, 
450 Northwestern National Life building, Minneapolis, are 
the architects. 

J. W. Darragh, 210 Fourteenth avenue, Cedar Rapids, 


la., has been awarded the plumbing and heating contracts 
on the high and grade school at Stanley, Ia., with a bid 


of $7,150. John G. Ralston, 218 Pioneer National Bank 
building, Waterloo, is the architect. 
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A Real Bath Tub 
For Rural Homes 


The ROBERTS All-Steel Stationary Bath Tub 
with its large rolled rim is just the item that you 
will find it profitable to feature for suburban 
homes, farm houses and summer cottages. Itis 


white enamel inside and out and has the ap- 
pearance and wearing qualities of a high grade 
porcelain tub. Made in four sizes. 


Write For Full Details. 


ROBERTS METALLIC BATH TUB CO. 
734-36-38-40 Meldrum Ave. Detroit, Michigan 








ESTIMATING 
RADIATION 


is a very simple matter 





_* te *s ‘*Table ot 
ediation” is 
This table, consisting of 


two charts, one for steam 
and one for hot water 
radiation, is used and 
recommended by some of 
the best authorities in the 
trade. 


The charts have been 


recogn 
will enable you to know 


you are right. And they 
will save you time, waste and worry. 
Given the amount of glass surface, ex wall and 


cubical contents, the radiation 
room can be read easily and quickly. 
They are printed in two colors, on heavy celluloid, 
making four pages, size 444x67% inches, substantially 
bound see pte Le with cloth. 
ae 's Table of Estimated Radiation will pay 
for i used only once or twice during heating 
season. And it will outlive severa] such seasons. 


Price, $1.00 Postpaid 


for any size 


Domestic Engineering 
1900 Prairie Avenue :: Chicago, Ill. 
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Domestic —Industrial 
and Swimming Pool 


Water Filters 


A standard size for every use. 
Built complete in Our Own Plant. 
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GRAVER (Gopomtion 


110 Todd Ave. ) DEVS a © SU or-1 ke Mae S ole 








THE DIFFERENCE 


IN FAVOR OF 


The “STANDARD” 
GAS SAVING BURNERS 


is in the high heat generating quality. The gas saving, 
and the flexibility of control—We’ve made them 
for years—Write for price pamphlets and discounts. 


Standard Heating and Radiator Co. 


220 Penn Avenue, Pittsburgh, Pa. 














HOTEL PENNSYLVANIA 
PHILADELPHIA 


a 
1\! 24 CHESTNUT and 39th STREETS 


Fireproof 





Unrestricted Parking 
y Garage 


“ 600 Rooms 
500 Baths 


Rooms with runningwater. 
from $2.50 per day 
Rooms with private Bath 


an ower 
from $3.50 per day 


Food and Service the best 


Near West Philadelphia Station 
Pennsylvania Railroad 


ae 


OSCAR W. RICHARDS, Manager 
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Statement of Ownership and Management of “Do:nestic 
Engineering” for October 1, 1926. 


The following is a statement of ownership, management, 
eie.,, as required by Act of Congress of August 24, 1512, of 
“Domestic Engineering,’ published weekly at Chicago, Ili- 
nois, for Qctober 1, 1926: 

State of Illinois, County of Cook, ss.: Before me, a Notary 
{’ublic in and for the state and county aforesaid, personally 
uppeared O. T. Carson, who, having been duly sworn accord- 
ing to law, deposes and says that he is the secretary of 
‘Domestic Engineering,” and that the following is, to the 
best of his knowledge and belief, a true statement of the 
ownership and management of the aforesaid publication, for 
the date shown in the above caption, required by the Act of 
August 24, 1912, embodied in Section 443, Postal Laws and 
Regulations, to-wit: 

1. That the names and addresses of the publisher, editor, 
managing editor, and business manager are: 

Publisher, Domestic Engineering Co., Chicago, Illinois. 

Editor, F. P. Keeney, Chicago, Illinois. 

Managing Editor, R. V. Sawhill, Chicago, Illinois. 

ltusiness Manager, D. J. Hansen, Chicago, Illinois. 

2. That the owner is: (If owned by a corporation, its name 
and address must be stated and also immediately thereunder 
the names and addresses of stockholders owning or hold- 
ing one per cent or more of total amount of stock. If not 
owned by a corporation, the names and addresses of the 
individual owners must be given. If owned by a firm, com- 
pany, or other unincorporated concern, its name and address, 
as well as those of each individual member, must be given.) 

Domestic Engineering Co. Stockholders: F. P. Keeney, 
Chicago; 0. T. Carson, Chicago; E. D. Winslow, New York 
City, N. Y.; R. Herlov, Chicago; C, L. Davis, Chicago; E. G. 
Hutchison, Chicago; R. Payne Wettstein, Pittsburgh, Pa.; W. 
J. Osborn, Bridgeport, Conn.; F. S. King, Chicago; D. J. Han- 
sen, Chicago. ; 

3. That the known bondholders, mortgagees and other se- 
curity holders owning or holding 1 per cent or more of total 
amount of bonds, mortgages or other securities are: None. 

4. That the two paragraphs next above, giving the names 
of the owners, stockholders and security holders, if any, con- 
tain not only the list of stockholders and security holders as 
they appear upon the books of the company, but also, in 
cases where the stockholder or security bolder appears upon 
the books of the company as trustee or in any other fiduciary 
relation, the name of the person or corporation for whdém 
such trustee is acting, is given; also that the said two para- 
graphs contain statements embracing affiant’s full knowl- 
edge and belief as to the circumstances and conditions under 
which stockholders and security holders who do not appear 
upon the books of the company as trustees, hold stock and 
securities in a capacity other than that of a bona fide owner; 
und this affiant has no reason to believe that any other per- 
son, association, or corporation has any interest direct or 
indirect in the said stock, bonds, or other securities than as 
so stated by him. O. T. Carson. 

Sworn to and subscribed before me this 24th day of Sep- 
tember, 1926. J. A. Foxworthy, 

{My commission expires June 25, 1929.] Notary Public. 

(SEAL) 





E. C. Shellworth has engaged in the plumbing and 
heating business in Payette, Ida. 





Shallow and Deep Well Pumps— 
Both Be!t and Chain Drive 


sures dependable and safe operation. 








WHY THE MONARCH LINE LEADS 


Automatic Water Systems $90 and up—Single Valve Water Softeners $100 and up. 


1. Double pole pressure switch with safety 
circuit breaker and safety impulse control as- 


2. Sleeve guarded piston prevents water 
entering oil chamber. Also prevents damage 
to piston through careless handling of tools. 


3. Adjustable air valve for short and long 
lifts provides proper amount of air for tank 
and prevents annoyance of a water logged tank. 


Entire Monarch Line Described in Catalog DE-10, Now Ready 


MONARCH ENGINEERING COMPAN 


Reasons why Monarch Softeners 
are the Most Dependable 
Monarch single-valve control eliminates all 


delicate moving parts, making it impossible 
for salt brine to “‘stick up”’ the softener. 


Single-valve control makes operation so 
simple that a child can recondition the Monarch 
with ease. 

Salt brine will not rust the special Armco 
Iron used in Monarch tanks. 


With these features the Monarch is sure to 
function long and surely without service calls. 





230 EAST FIRST ST. 
DAYTON, OHIO 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


EXPERIENCED PLUMBING SUPPLY 

salesman to represent’ established 
supply house in Calumet District ad- 
joining Chicago. State qualifications, 
and salary expected. Address Key 683, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 





Wanted—Fifty salesmen throughout 
the United States, experienced, selling 
plumbing goods through architects, 
jobbers, etc. Positively the best arti- 
cle of its kind on market. Excellent 
opportunity for the right men to make 
big money. Give full particulars first 
letter. Address Key 671, “Domestic 
Engineering,” 1900 Prairie Ave. Chi- 
cago. 





SALESMAN —- MANUFACTURERS’ 

agent or plumbing supply. salesman 
to sell jobbers. Attractive commission 
basis. Protected territory. In. your 
reply state territory covered, age, etc. 
Address Key 679, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 








STEAM FITTERS OR APPRENTICES 

desiring a business of their own, on 
very small capital, are offered an op- 
portunity to take exclusive territory 
sales on reliable line of Steam Special- 
ties. Articles offered are New, Novel, 
Practical and Guaranteed. Address 
Poeppel Novelty Works, 1800 Berenice 
Ave., Chicago. 








MANUFACTURERS’ REPRESENT- 
atives: In every section of country 
to handle a new product with immense 
potential possibilities in the heating 
field. Only those well established 
with ethical wholesale jobbers will be 
considered. Full co-operation and ex- 
elusive territory under contract. Write 
Box 88, Blue Island, Ill. 
WANTED — EXPERIENCED PLUMB- 
ing supply salesman by large prom- 
inent manufacturer of plumbing fix- 
tures. Must have wide acquaintance- 
ship among Chicago plumbers. Only 
energetic, capable producers will be 
considered. When replying give full 
details as to experience, age and sal- 
ary expected. Address Key 681, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


a 








___ Situations Wanted 
A GOOD LICENSED PLUMBER AND 

fitter wants steady position with re- 
liable firm until April first. $40.00 per 


week. Address Key 682, ‘Domestic En- 
gineering,” 1900 Prairie Ave., Chicago. 

















Miscellaneous 


ESTIMATING BLANKS, JOB TICKETS, 
weekly time sheets, contracts, illus- 
trated stationary, etc., for plumbers our 
specialty. Reasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. 
Fink & Sons Co., School Building, 
Laurel Springs, N. J 1-31 


Combine excellence of workmanship 
and service with prices low enough to 
effect in competition with other bids 
the greatest number of sales yet high 
enough to produce aée$ ~satisfactory 
profit, and success will be as certain as 
natural law. 

it is an important function of the 
Service rendered by this office to bring 
about such a combination. 

Address your inquiries to 

John Reinartz 
Counselor on Marketing & Sales 
problems 
255 West 113th St., New York, N. Y. 


STOP “GUESSTIMATING”’ 
Avoid Errors and Omissions. Our 
Plumbers’ Estimate Sheets 
will SAVE Time and Money. 
100 leaves in a book—412x10 


Ve 1 Book, $1.25. 5 Books, $5. 
via Ins. Parcel Post same day we get order. 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg. Laurel Springs, N. J. 
In Business Thirty Years. Noted for Quick Service- 









HADCO STOP VALVE TAGS 








on 


JOSEPH G. AILEV.INC, CONTRACTORS. 
ao STREET, -MiAGARA mY. 
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Printed with your name and address maxe an ever- 
1 d i t. Se les and prices. 


HADDON BIN LABEL CO. _ Haddon Heights, N. J- 











Books for Your Trade Library 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 




















importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct per- 
centage of profit on any contract. A 
book worth many times its cost. Size, 
4%,x7 in. 128 pages. 24 tables. Cloth. 
Price, $1.50. 


QUESTIONS AND ANSWERS ON THE 

PRACTICE AND THEORY OF 
STEAM AND HOT WATER HEATING. 
By R. M. Starbuck. Fifth edition. A 
ready reference, dealing practically 
and briefly with the different phases 
of Steam and Hot Water Heating, 
Vacuum and Vapor Heating, Acceler- 
ated Hot Water Heating and Pipe Fit- 
ting in connection with Refrigerating 
Plants. A valuable work for the heat- 
ing man. Covers all the points on 
these subjects he should be familiar 
with. Size 5x7% inches. 150 pages. 
Price, postpaid, $1.50. 


PRACTICE AND THEORY OF SANI- 

TARY PLUMBING. By R. M. Star- 
buck. Vol. 1. Contains 400 questions 
with complete and comprehensive an- 
swers, covering everything the plumber 
should know regarding drainage and 
venting. A thoroughly practical plumb- 
er’s reference book brought up to the 
latest requirements in plumbing prac- 
tice. Explains technical terms, gives 
rules and tables and is fully illus- 
trated. So popular has this book be- 
come that the 12th edition has been 
published. The combined set of four 
volumes makes a complete preparation 
for Board and Health and union ex- 
aminations. Size, 6x7 in. 160 pages. 
Cloth. Price $1.50. 


MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, etc: No matter how large or 
small your business, you need this 
book. Size 4144x6% inches. Over 100 
pages. Price, postpaid, $1.50. 


Books Sent Parcel Post Prepaid 





Domestic Engineering 
1900 Prairie Avenue, Chicago 





7-7 & 2 
GP Vocation 


DOMESTIC ENGINEERING CO. 


1900 PRAIRIE AVENUE , CHICAGO. 
Gentlemen: Please enter my subscription for DOMESTIC ENGINEERING for 






7 SUBSCRIPTION RATES 


United States and possessions 
and all countries to which U. S. 
domestic postal rates apply; and 
Canada: 


1 Year, 52 Weeks. .... . $2.00 
(Serr 5,00 


Other Countries 1 Year . . 3.00 


(envacunwans Dad POR eaweeunswan years, for which I enclose $ ...... 6.60000 ‘ 
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DOMESTIC 


The 
Ara i 
Jatalo 
rile se 


One of the greatest conveniences ever afforded 
the buyer of plumbing and heating supplies 
is to have his up-to-date catalog material 


and other buying information bound under 
one cover for his desk, with every item in- 
dexed and cross-indexed. 


Domestic Engineering Catalog Directory 
is supplying this service. 
of the buyers throughout the country have 
adopted its use instead of the old method of 
looking up catalogs in various files and taking 
chances on the matter being the latest avail- 
able when it is found. 


The Fourth Edition (1926) contains the latest 
condensed catalog material of 450 manu- 


facturers of plumbing and heating products, 
occupying 1291 pages. All items of a kind are 


Standard Catalog Size 
734"x1054”" 


Published by 


ENGINEERING 


A large percentage , 


October 2, 1926 


grouped together into separate divisions for 
quick reference and comparison. Every page 
is verified or revised each year to keep the 
catalog data up to the minute. The complete 
index preceding the catalogs is crossed so that 
any article can be located instantly. 


Following the Catalog Section, over 2,000 
plumbing and heating items are classified with 
trade names and names of the manufacturers. 
This section is also thoroughly indexed, mak+ 
ing it easy for buyers to locate sources of 


supply. 


Manufacturers who catalog their lines im 
Domestic Engineering Catalog Directory 
have the assurance that their latest data # 
always before the buyers in the most con 
venient form. 


Bound in Fabrikoid 
(imitation leather) 
Price $5.00 


Domestic Engineering Co. 


1900 Prairie Avenue 


Chicago, Illine 








